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Saigon Nixes Truce 


SAIGON (A P) - The 
Saigon 
governm ent, apparently trying to 
forestall any concessions by Henry A. 
Kissinger to the Communists, an­ 
nounced today it would not sign any 
new truce agreement worked out in 
Paris, 


The announcement suggested that 
Kissinger and Hanoi’s I* Due Tho may 
be working on additional amendments 
to the original Vietnam cease-fire, 
signed in Paris Jan. 27. 


Kissinger announced in the French 
capital that he put off a scheduled 
morning meeting with Tho until this 
afternoon but said, “There was no par­ 
ticular reason. We just needed more 


time to prepare something.” 
He did not indicate what was being 
prepared, but it was presumed to be a 
supplementary document to tighten 
the Vietnam cease-fire. 
Kissinger and Tho are believed to be 
working on ways to implement the 
original agreem ent rath er 
than 
renegotiate it. The Saigon government 
reportedly has agreed in principle on 
ll points under consideration but has 
offered some counterproposals on how 
to put them into effect. 
The announcement was marked by a 
flurry of diplomatic activity in Saigon. 
Acting U.S. Am bassador Charles 
Whitehouse met twice with Foreign 
Minister Tran Van l.am. After the 


second meeting, the two went to confer 
with President Nguyen Van Thieu. 
Thieu met with his National Security 
Council earlier in the day. 
At the daily afternoon news briefing 
for newsmen, the Saigon spokesman, 
Bul Bac True, read the following 
prepared statement: 
“During the past few days, there has 
been some speculation among the local 
press as well as the foreign press in 
Saigon that the Republic of Vietnam is 
going to sign sometime this week a 
new agreement in Paris. 
“I would like to take this opportunity 
to 
say 
that 
these 
were 
purely 
speculations without any grain of 
truth. I would like to remind you that it 


was the truce violations committed by 
North Vietnam that resulted in the 
meeting in Paris between Kissinger 
and I* Due Tho. 
“The meeting in Paris is aimed at 
finding a way to implement the 
original Paris agreement, but not to 
sign another agreement only to be vio­ 
lated again by the Communists W 
have always respected the Paris 
agreement that we signed. Our allies 
have observed the Paris agreement, 
and it has been always the Com­ 
munists who have violated it. So it is 
illogical to go all over again what we 
have discussed, what we have agreed 
on. what we have signed in January 
1973.” 
House Votes Minimum Wage Hike 


r n 


HISTORIC HOUSE MOVED — The old Joshua Wentworth 
House went for a cruise on the Piscataqua River at Port­ 
smouth, N.H., one more phase in its long journey from its 
Hanover Street origin within the downtown Portsmouth 
urban renewal area to a new site in Strawbery Banke, 
Portsmouth’s colonial restoration area. 


Watergate Panel 
Hears More From 


WASHINGTON (AP) - The House 
has voted to boost the $1.60 minimum 
wage to $2 this year and $2.20 in 1974 
and to bring government workers and 
household domestics under the law. 
The 287-130 vote that sent the bill to 
the Senate Wednesday reversed a 
bitter defeat suffered last year by the 
House leadership, which has been try­ 
ing since 1970 to increase the minimum 
wage. 
The votes of newly elected members 
and rural Democrats who want sup­ 
port later in the session for a farm bill 
turned the tide in favor of the legisla­ 
tion. 
The key vote came on a substitute 
bill backed by Republicans and 
Southern Democrats which would have 
stretched out the proposed increase 
another year, eliminated the new cov- 
Kansas City 


Police Chief 


erage and set a reduced rate for teen­ 
agers. 


The substitute bill was defeated 218 
to 199 and its major provisions, offered 
separately as amendments to the 
Democratic bill sponsored by Rep. 
John H. Dent, D-Pa., were turned back 
by similar margins. 
The Dent bill would raise wage rates 


for three groups: those covered by the 
minimum wage before the law was last 
amended in 1966, those covered by the 
1966 amendments, and farm workers. 
For the first group, the rate would go 
to $2 upon enactment of the bill and to 
$2.20 on July, 1974. For the second 
group it would go to $1 80 this year, $2 
next year and $2.20 in 1975. 
The 3.3 million state and local 


House Panel Delays Vote 


On 18-Year-Old Rights Bill 


Campaign Officer 
to Head fbi 


WASHINGTON 
(AP) — Former 
Nixon campaign treasurer Hugh W. 
Sloan Jr. testified today he had feared 
administration retribution for telling 
the 
truth about the 
W atergate 
w iretapping, but was assured it 
wouldn’t happen. 
And he said he threw up his hands 
when the man he accused of asking 
him to lie, former campaign deputy 
Jeb S. Magruder, was given a $36,000- 
a-year government job. 
Sloan testified at the S enate’s 
televised Watergate hearings that he 
visited White House chief of staff H. R. 
H aldem an 
last 
Jan u ary 
after 
testifying as a government witness at 
the trial of the Watergate burglars. 
He said Haldeman assured him the 
administration wouldn’t stand in the 
way of his finding a private job, but 
that no one regarded as a “Watergate 
figure” 
would 
be 
given 
a 
high 
government job until the case was 
cleared up. 
Sloan said he felt very good about the 
meeting, but a few days later read that 
Magruder had been appointed to a 
policy post in the Commerce Depart­ 
ment. “At that time I just threw up my 
hands,” Sloan said. 
Sloan said he told Haldeman: “ I 
want you to know that I feel that I did 
not leave the team. As far as I’m 
concerned, the team left m e.” 
Sloan also told the Senate’s televised 
Watergate hearings that he does not 
believe Maurice H. Stans, the Nixon 
cam paign finance chairm an, was 
involved in any illegal activities. Stans 
has been indicted by a federal grand 
jury in New York, and has pleaded 
innocent to conspiracy charges in a 
fund-raising case. 
“ I did not and do not believe that 
Secretary Stans was in any way in­ 
volved in the criminal activities,” 
Sloan said in discussing the Watergate 
case. “I thought he had been left hold­ 
ing the bag...” 
Sloan said he sought the White House 
meeting with Haldeman after the 
Watergate trial last January because 
he was seeking private employment. 
He said there seemed to be a lull in the 
case, that it seemed Watergate “had 
been gotten away with, that it had 
stopped with the seven m en” who were 
convicted or pleaded guilty at the trial. 
Sloan said people then involved in 


the Nixon political apparatus were 
opposed to his views and actions in 
testifying about campaign payments. 
He said he therefore wanted to make 
clear to Haldeman “why I had done 
what I had done,” and wanted also to 
be sure there would be no effort at 
retribution. 
“The fear of retribution?” Sen. 
IiOwell P. Weicker Jr., R-Conn., ask­ 
ed Sloan. 
“Retribution,” Sloan replied. 
In testimony prepared for delivery 
later in the clay, Herbert L. Porter, 
who was director of scheduling during 
the campaign, said he was not involved 
in Watergate or the cover-up. 
“ I have been guilty of a deep sense of 
loyalty to the President of the United 
States,” Porter said. “At no time did I 
knowingly engage in any cover-up of 
the Watergate burglary. I had no prior 
knowledge 
of 
the 
W atergate 
burglary.” 
Wholesale 
Prices Soar 


WASHINGTON 
(AP) 
- 
The 
wholesale price index, a measure of 
inflation in the economy, took another 
enormous jump in May, rising 2.1 per 
cent over April, the I,alxjr IX*partment 
reported today. 
The index showed wholesale prices 
increasing at an annual rate of 25.2 per 
cent. 
The biggest increases were in farm 
products which were up 6.1 per cent 
over April. The general increase in 
farm prices followed a decline of .2 per 
cent in April. 
ITie report was more bari economic 
news for the Nixon administration 
since it showed prices were not making 
the mid-year decline that economists 
had predicted. 
Much of the increase in wholesale 
prices later shows up in retail prices to 
consumers. Inflation at the retail level 
already has been increasing at an 
annual rate of 8.4 per cent. 
The seasonally adjusted increase in 
the wholesale price index in May was 2 
{XT cent, which means wholesale 
prices were increasing at 24 per cent 
annual rate after seasonal changes 
had been taken into account. 


WASHINGTON (AP) - President 
Nixon announced today that Kansas 
City Police Chief Clarence M. Kelley is 
his choice for FBI director, selected 
from 27 top candidates. 
Posing for photographs in his Oval 
Office with Kelley, a former FBI 
agent, 
and 
Atty. Gen. 
Elliot 
L. 
Richardson, Nixon said that in sear­ 
ching for a permanent replacement for 
the late J. Edgar Hoover, “we finally 
got down to 27 names.” 
After Richardson interjected that 
there had been a “very exhaustive 
search” for a new FBI chief, Nixon 
said of Kelley, “he was first on the 
list “ 
While permitting the silverhaired 
Kelley to appear briefly before 
newsmen at the White House, Nixon 
said his nominee would not lie able to 
respond to questions because he faces 
Senate confirmation hearings. 
Kelley, who served 21 years with the 
FBI before taking over as police chief 
in 1961, would become the second 
perm anent 
director 
in 
the 
in­ 
vestigative agency’s history. 
J. Edgar Hoover died 13 months ago 
after running the FBI for 47 years. 
Kelley, a 61-year-old attorney wit!) a 
keen interest in computerized law 
enforcement, has spent three days 
consulting with administration aides 
here. Atty. Gen. Elliot L. Richardson 
and a White House liaison officer were 
introducing him to congressional 
leaders Wednesday. 
The Senate Judiciary Committee is 
expected to schedule confirmation 
hearings soon 
Kelley was in charge of the Memphis 
FBI office when he took over his 
hometown Kansas City police force 
after a shakeup in which the previous 
chief and other officers were indicted 
for corruption. 
Robert F. Kennedy, then the at­ 
torney general, was one of those who 
recommended Kelley to the city’s 
{xiiice board. 
Among the programs 
Kelley 
is 
credited with introducing are Sky 
Alert, a 24-hour-a-day helicopter 
patrol; Metro Squad, a joint city- 
suburban 
investigation 
team ; 
Operation Barrier, designed to prevent 
crim inal suspects from escaping 
across the Missoun-Kansas border; 
and the use of computers to speed 
police response. 


COLUMBUS, Ohio (AF) - The 
House Judiciary Committee Unlay 
postponed a vote on the so-called age of 
majority bill after new questions were 
raised about wills, residencies, and 
insurance policies. 


Chairman Arthur Wilkowski, D-46 
Toledo, said the committee will vote 
next Thursday af tor it receives more 
research 
inform ation 
from 
the 
legislative Servile Commission, fact- 
finding arm of the General Assembly. 


Minority Leader Charles F. Kurfess, 
R-83 Perrysburg, testified in “basic 
support” of tile Senate-passed bill but 
said he felt he sltould point out ques­ 
tions it leaves unanswered. 
The committee liad planned to vote 
today on the measure which became 
more controversial last week after an 
amendment was inserted to allow 
newly-enfranchised voters to buy and 
drink high-powered beer and hard 
liquor. 
Kurfess 
said 
that 
under 
the 
measure, 18-vear-olds would lie able to 
inherit estate and life insurance 
benefits unless a will stipulated that 
the heir must be a certain age. 
He also raised a question about non­ 
resident tuition at the stab* univer­ 
sities, and noted that as a legal adult, 
students no longer would be classified 
according to the place of residency of 
their parents. “There would be no such 
tiling as a non-resident,” Kurfess said. 
Sen. Stanley J. Aronoff, R-8 Cin­ 
cinnati, is the main sponsor of tlx* bill 
which died last year in tlx* House as a 
result of the provision to allow 18-year- 
olds to purchase beer and liquor. 


The measure extends virtually all 
legal eights to young Ohioans between 
18 and 21, including tile right to sue and 
be sued, m arry without consent, and 
enter into credit contracts. About two 
dozen states have enacted similar laws 
since 18-year-olds were given the right 
to vote. 
BRAFflXr 
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Tax m atters occupied tlx* Senate and 
House Wednesday. Each chamtxT 
approved proposed constitutional 
amendments on taxation which would 
appear on Ohio’s November ballot. 
The Senate approved a pair of 
resolutions that would authorize the 
legislature to enact property tax relief 
for tlx* state’s financially-troubled 
farm ers and for owners of other 
jroperty in developing suburban areas 
that is used for recreational purposes. 
Sen. William H. M ussey, R-14 
Batavia, who sponsored txith proposals 
offered a separate amendment for 
recreational lands after its backers 
were unable to get it into the farm 
{iroposal in the Senate Ways and 
Means Committee. 


Both proposals would allow tlx* 
legislature to authorize taxation of 
those ty|x*s of property on tile basis of 
their current us** instead of their 
m arket value, as now required. 
Mussey explained that owners of land 
in growing suburbs must pay higher 
taxes as a result of nearby shopping 
centers, housing developments, and 
industrial sites. 


The recreation lands proposal, 
approved 27-5, now goes to the House. 
'Die farm measure, which received a 
28-4 tally, must return to the lower 
chamber for consideration of minor 
Senate changes. 


Those voting against tin* recreation 
measure, which Mussey said would 
help Ohio retain its open spaces, were 
Seas. Harry Armstrong, R-17 Ixigan; 
William F. Bowen, IM) Cincinnati; 
Max Ii. Dennis , IMO Wilmington; M 
Morris Jackson, D-21 Cleveland, and 
Baul R. Matia, K-25 Westlake. 


Senate Minority Leader Anthony (). 
Calabrese, I>-22Cleveland, and Ronald 
M Mottl, D-24 Parma, joined Bowen 
and Jackson in opposing the farm 
proposal. 


(Calabrese dissented after the Senate 
refused to go along with an amend­ 
ment which would have combined Hie 
two into a single ballot proposition. He 
said tlw* “combined forces” of Hie 
“cornstalk brigade” with areas such 
us his own big city “silk stocking” 
district would unsure winning the favor 
of Ohio voters. 


ROUND TOWN 


CCRN planting in Pickaway 
County is approximately 90 per cent 
completed, it has been estimated by 
George Hamrick, county extension 
agent . . . Bean planting is be- 
hind . . . But H r* promise of better 
weather is on tile way. 
Fair Weather Brings Relief From Storms 


CLEVEI.AND, Ohio (AP) - Ohio 
weathermen heaved a sigh of relief 
today and predicted generally fair 
weather, ending a full month of storms 
and tornadoes which have swept the 
state. 


May blew into Ohio like a lion, and 
the 
National 
Weather 
Service 
in 
Cleveland estimates that up to 80 
tornadoes were reported between May 
8 and Wednesday night. 


Not all of those sightings were tor­ 
nadoes. The weather service believes 


the majority may have been dangling 
rainstorms or strange cloud forma­ 
tions reported as tornadoes by nervous 
Ohioans. 


The two tornadoes that were 
reported May 8 touched down briefly 
near Columbus and on the outskirts of 
Cleveland with only minor damage, 
but they were just a taste of what 
would come. 


I wo days later, a twister formed in 
the late afternoon skies near Fostoria, 
and the first of what would be many 


funnels reached toward the ground. 
Minutes later and 90 miles to the 
east, the tornado finished its skipping, 
destructive run with four dead and 
millions of dollars in property damage. 
Another person would die days later of 
injuries suffered when the tornado 
smashed his home. 
Hardest tut was Willard, a small 
town in Huron County, where the 
tornado literally leveled three trailer 
fiarks, took three lives immediately 
and caused more than $5 million 
ria mage. 


Tile weather service says now it was 
all one storm, although more than one 
funnel touched down during the 90 
miles. There are indications, too, that 
more than one funnel attacked 
Willard. 
Since then, Ohio storms have never 
looked quite the same. 
“We don’t really know how many of 
the sightings were really tornadoes,” 
said Bob Hamilton, assistant to the 
m eteorologists n-charge 
at 
the 
Cleveland office of the National 
Weather Service. 


“We suspect that many were not, 
because not m any have touched 
down and it would be unusual for that 
many to be sighted and so few touch 
down,” he said. 
“It’s also very difficult to decipher a 
true funnel cloud,” he said. 
But tile weather service plays a 
ticklish guessing game when it hears 
of sightings, he said. If radar conf inns 
a heavy storm in the area-—especially 
if radar receives the tornado-likely 
“hook echo”- the weather service 
issues a warning. 


government employes, 
1.7 million 
federal 
w orkers 
and 
I 
million 
household domestic would get the 
same rates as the second group. 


Farm workers, who now get a 
minimum of $1.30 an hour, would go to 
$1.60 this year and then get three 
annual 20-cent increases, reaching 
$2 20 in 1976. 


The sharpest fight came over the 
proposal in the coalition bill to permit 
hiring of teen-age workers at 80 per 
cent of the minimum during their first 
six months on the job. 
Its proponents said the provision was 
necessary to overcome high unem­ 
ployment rates among youths but it 
was attacked as a device to permit 
substandard wages. An attempt to add 
it to tlx* Dent bill was defeated 215 to 
199. 
Walk 
Rated 
50-50 


SPACE CENTER, Houston (AP) —- 
Rating their chances of success at 50- 
50, t wo Skylab astronauts Unlay began 
a dram atic space walk to try to unjam 
a solar wing and restore nearly full 
{lower to their orbiting laboratory 


Commander diaries Conrad Jr. 
exited first through an airlock hatch 
and 
positioned 
him self 
in 
foot 
restraints on the side of the vehicle. 


IU*fore stepping out, Dr Joseph P. 
Kerwm passed out tube .sections which 
Conrad assembled into a makeshift 
handrail which would ease his way to 
the stuck panel, 25 feet away. 


'Hie third crewman, Paul J. Weitz, 
remained Ixshind in the station to 
monitor systems and relay Mission 
Control radio instructions to the 
spacewalkers. 


'Die astronauts opened tlx? hatoh at 
11:23 a rn El )T just before passing out 
of radio contact. When an Australia 
.station picked them up 20 minutes lat­ 
er, Conrail was outside. Kerwin 
followed minutes later 
Success of the 270-rnile-high space 
stroll would provide the space station 
with additional badly needed electrical 
power and enable Conrad, Kerwin and 
Paul J. Weltz to complete a full ex- 
perirnent load during tlx* remaining 14 
days of their fourweek mission. 


Conrad and Kerwm plan to slip 
outside the station hatch, attached to 
60-foot lifelines that feed oxygen and 
air to their bulky .spacesuits. 


Iliey plan to extend a 
25-foot 
makeshift handrail, damping it to the 
solar wing. Then Conrad is to trawl 
hand-over-hand and attempt to pry or 
cut loose an inch-wide aluminum strip 
that holds the wing firmly against the 
workshop. 
If successful, tin* commander is to 
crouch under a rope that has been 
{nilled taut over tlx* same route as the 
handrail. 
With 
the 
rope 
on 
his 
shoulder, he is to stand up, hopefully 
raising the 30-foot solar wing beam in a 
scissors-like motion. 
That would free solar cell panels to 
convert tin* sun’s rays to energy to 
charge electrical batteries in the 
station. 
They would provide more than 3,000 
watts of power, nearly doubling the 
amount now available in the space 
station. 
Skylab has been short of electricity 
since a launching mishap May 14 
ripped away a protective shield, with a 
strip of it jamming the solar wing. 


Weather 


Mostly sunny and mild today and 
Friday. High today upper 70s, low 
lower 50s. High Friday low 80s. Chance 
of rain IO per cent today, tonight, and 
tomorrow. 


Markets 


NEW YORK (AP) - Stock 
market prices were considerably 
higher today, pushed by an­ 
ticipation crf strong new anti-in­ 
flationary measures. 
But trading was relatively light, 
indicating a wait-and-see attitude 
among many investors, analysts 
said. 
The Dow Jones average of 30 
industrials at noon was up 9.18 at 
907.36. It had been up over IO. The 
Dow closed off more than 2 points 
Wednesday, ending a technical rally 
that had begun Tuesday but found 
little positive news to sustain itself. 
Advancing Big Board issues had 
an 8 to 3 lead over decliners today. 
President Nixon called a Cabinet 
meeting today amid signs he is 
planning 
to 
strengthen 
anti- 
inflationary controls. But on the 
negative side, the wholesale price 
index in May soared to a seasonally 
adjusted 24 per cent. More banks 
today announced a hike in their 
prime rates to 7% per cent. 
On the 
American Stock Ex­ 
change, the price-change index was 
up .06 at 55.57. Syntex was the Amex 
volume leader, up 2% at 74*4. 
The New York Stock Exchange 
index of some 1,500 common shares 
was up 0.66 at 55.57. 
Winnebago was the volume leader 
on the Big Board in heavy block 
trading down % at 5%. 


Teets Murder Trial Is 
Recessed After One Hour 


The Circleville Herald, Thursday June 7, 1973 


NEW YORK (AP) - 
STOCKS 
Allied Chemical 
Alcoa 
American Airlines 
A Brands 
American Can 
American Cyanamid 
American El Power 
American Home Prod 
American Smelting 
American Tel & Tel 
Anchor Hock 
Armco Steel 
Ashland Oil 
Atlantic Richfield 
Babcock Wilcox 
Bendix Av 
Bethlehem Steel 
Boeing 
Johna-Manville 
Kaiser Alum 
Kresge SS 
Kroger Co. 
IX) Ford 
lig. Myers 
Lyke Yng 
Marathon Oil 
Marcor Inc. 
Mead Corp 
Mobil Oil 
National Cash Keg 
Norf. & W 
Ohio Edison 
Penn Central 
Penney, J.C. 
I’;. PftL 
Pepsi Co. 
Pfizer C 
Phillip Morris 
Phillips Petroleum 
PPO Ind 
Proctor & (lambie 
Pullman Inc 
Ralston P. 
BCA 
Reich (hem 
Republic Steel 
Sa Fe Ind 
Scott Paper 
Sears Rim*buck 
Shell Oil 
Singer Co 
Sou Pac 
Sperry Rand 
Standard Brands 
Standard Oil (hi 
Standard Oil Ind 
Standard Oil Ohio 
Sterling Drugs 
StudeWorth 
Texaco 
Timken Roll Bear 
Un Carbide 
Unit Aire 
US Steel 
Westinghouse Flee 
Weyerhaeuser Co 
Whirlpool (hrp 
Woolworth 
Xerox 
Sales 


ll A M. 


323/4 
59% 
13*4 
39*4 
32% 
23% 
26% 
41V4 
18 
51V4 
21% 
22% 
27V4 
85 
24% 
34% 
29% 
18% 
22% 
14% 
36*4 
16% 
32% 
39 
8 
30 
19% 
13% 
66% 
10% 
62 
21% 
2 
82% 
22% 
79% 
42% 
115% 
49% 
30% 
3% 
61 
38% 
26 
9% 
25% 
24% 
11% 
97% 
49% 
52% 
30% 
38% 
51% 
74% 
87% 
107% 
32*4 
35% 
35% 
34 
37% 
31% 
31% 
34% 
57 
24% 
23% 
151 
3.310.000 


Hog prices, all net, were paid by the 
Bowling Stock Yards Co. Unlay as 
follows: 
200-220 lbs., $38.00-138.25; 220-240 
Hjs., $37.50; 240-250 lbs., $37.00; 250-260 
His., $36.50 ; 260-270 lbs., $36.00 ; 270-280 
lbs., $35 50 ; 280-290 lbs., $35.00; 290-300 
HJS., $34.50; 300-350 lbs., $33.50 ; 3504(H) 
lbs., $32.50; 180-200 lbs., $36.50; 160-180 
lbs., $35.50. 


Cash prices paid to farmers in 
Circleville: 
W heat................................................2.73 
Ear Corn...........................................2.29 
Shelled (Vim......................................2.34 
Oats....................................................1.10 
Spelts................................................ I 20 
Barley 
1.90 
Cash prices paid to farmers in 
Kingston: 
W heat................................................2.58 
Ear C orn...........................................2.23 
Shelled Corn..................................... 2.28 
O ats....................................................1.00 
New Crop Soybeans.........................5.30 


(X)LUMBUS, Ohio (A P )- 
Area 
wheat corn oats sybns 
NE 
Ohio 2.36 2.07 1.06 
9.29 
NW Ohio 2.54 2.29 1.03 10.44 
C Ohio 
2.50 2.20 1.12 10.13 
SW 
Ohio 2.65 2.25 1.05 10.50 
W Cntrl 
2.66 2.27 1.07 10.62 
Trend 
SI, 
SI, 
U 
SI, 
Trend: SH-sharply higher, H- 
higher, U-unchanged, Mower, 
SI,-sharply lower. 


CYRIL M. STICKEL 


A THOUGHT 
FOR TODAY 


Live for today, prepare tor to 
morrow 
and, enjoy mem ories 
of some yesterdays 
Anon.v mous 


('resented .is .1 Public Ser\ ice In 


FIRST NATIONAL BANK 


( I P M I X ll.LM 


A three-judge panel heard one hour 
of evidence from four witnesses in the 
John M slie Teets m urder trial 
Thursday morning, then recessed until 
Friday. 
Prosecutor Richard Gerhardt had 
originally subpoenaed ll persons to 
testify, but closed his case about 11:30 
today after putUng only four of these 
on the stand. 


Stickel 
Promoted 
At Picway 


Cyril M. Stickel, Columbus and 
Southern Ohio Electric Company, has 
been appointed shift supervisor at the 
com pany’s 
Picway 
Generating 
Station. 
Stickel 
joined 
Columbus 
and 
Southern in 1946 as a yardman at 
leeway. He has since been mechanical 
repairman helper, auxiliary tender, 
fireman B and A, plant operaUjr A, 
control operator A and assistant shift 
supervisor. 
Mr and Mrs. Stickel have three 
children and live on Route 2, Ashville. 


4-Car Crash 
Results In 
Citation 


Pickaway County Sheriff’s Deputies 
investigated a four-car accident on 
U.S. Route 23 Wednesday at 5:05 p.m. 
The report stated that all vehicles 
were going south on Route 23 when an 
auto driven by Paul E. Stansberry, 48, 
Pickerington, was attempting to make 
a left hand turn off Route 23. 
A car driven by Rebecca A. Wil­ 
loughby, 19, Route 2, Ashville, struck a 
car in the rear driven by M rry J. OU, 
26, of (Tiillicothe causing his car to 
strike the Stansberry auto in Hie rear. 
The Willoughby car then changed 
lanes striking a semi-trailer truck 
driven by Glenn Melvin Boger, Winns­ 
boro, South (Carolina. The impact 
caused the truck to go off the roadway 
into a ditch. 
The Willoughby auto was totally de­ 
molished while the others received 
minor damage. 'Hie trailer of the semi 
was not damaged. 
Depoty Billy Huffman cited Rebecca 
Willoughby for changing lanes without 
caution. 


New Citizens 


MASTER SPEARS 
Mr. and Mrs. Joe Spears (Shirley 
Cogburn), Route I, are Ur* parents of a 
6-fx>und 9%-ounce son Ixirn 1:33 p.m. 
Wednesday in Berger Hospital. 
MISS BAKER 
Mr. and Mrs. David Baker (Judith 
Bush), Route I, Williamsport, are the 
parents of a 6-pound 8%-ounce 
daughter born 3:02p.m. Wednesday in 
Berger Hospital. 
MISS KNOX 
Mr. and Mrs. Michael Knox (Brenda 
lies), 3(H) (Writes Road, are the parents 
of a 6-pound 7-ounce daughter born 
10:24 p.m. Wednesday in 
Berger 
Hospital. 
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Deaths 


MISS IX)TTIE DOWNS 
Miss I/jttie Downs, 82, of 809 N. 
Court St., died 12:45 a.m. Thursday at 
Berger Hospital. 
Bom Oct. 17, 1890 in Pickaway 
County, she was the daughter of John 
and Mary Bethard Downs. 
Survivors include three brothers, 
John Downs, Derby; Ben Downs, 809 
N. Court St.; Chester Downs, Mn- 
caster; two sisters, Miss Addie Downs, 
809 
N. 
Court St., 
Mrs. 
Delano 
(Kathryn) Buffer, .168 E. Franklin St.; 
several nieces and nephews. 
The funeral service will be 1:30 p.m. 
Saturday at Defenbaugh-Wise-McCain 
Funeral Home. Burial will be in 
Darbyville Cemetery. 
Friends may call at the funeral 
home beginning 2 p.m. Friday. 


I 
A r rests 
| 


John M. Smith, 24, 1217 Turner 
Drive, giving false statement to obtain 
registration for license plates. 
James T. Huston, 48, ILaurelville, 
intoxication. 


Business New s 


Circleville barber stylists have 
announced a 25 cents increase in the 
price of a haircut, beginning Monday. 


Testimony was given by Charles 
Radcliff, sheriff of Pickaway County 
in 1959 when the shotgun shooting of 
Mary Frances Teets occurred, his 
deputies, Charles M. 
Felkey and 
Dwight Radcliff, and Pickaway 
County Coroner Ray Carroll. 
Witness for the defense were 
originally called for Friday, before it 
was known the state would not present 
all of its witnesses. 
Teets sat in the Common Pleas 
courtroom today with his attorney, Leo 
Hall. Hall informed the three judge 
panel, composed of Judge William 
Ammer and Judge J. Donald Ratcliff, 
Ross County and Judge Merlin Parent, 
Fairfield County, that they would 
proceed with the trial under their 
earlier plea of not guilty by reason of 
insanity and withdrew the second not 
guilty plea. 


Hamrick Youth M em orial 
Board Reviews Activities 


The board of directors of the Ham­ 
rick Youth Memorial Fund met this 
week to review activities of the fund. 
The Memorial Fund was established 
June 7, 1964, in memory of John Ham­ 
rick, who was killed as a result of a 
bicycle-automobile accident. 
The Hamrick Youth Memorial Fund 
has since contributed to many commu­ 
nity youth activities. One hundred per 
cent of the monies has been spent for 
Pickaway County youth activities. 
The many youth activities which 


City Auditor 


Releases 


Sou th ce n tral 
M a * R e P o rt 


Court News 


Alimony Suit Filed 
Odette Murphy, I/ickbourne Lodge 
vs DonaldE. Murphy, Caribou, Maine; 
couple was married Dec. 3, 1954 in 
Paris, France; one son; 
petition 
alleges gross neglect of duty. 


M an Cited In 


Single Accident 


A one-car accident 
Thursday 
morning on Circleville-Lockbourne 
Road resulted in a citation to Douglas 
E. Montgomery, 21, 210 Commerce 
Street, I >ock bourne. 
Pickaway (bounty Sheriff’s Deputy 
Earl Kulm reported Montgomery’s car 
skidded approximately 69 feet straight 
and then started to the left skidding 
approximately 45 feet. The car then 
went left of center and off the left berm 
crashing into a ditch. 
The car received only minor 
damage. 
Deputy Kulm cited Montgomery for 
assured cleared distance ahead. 


M issio n s D a y 


To Be O b se rv e d 


Missions Day will be observed 
Sunday at Calvary United Methodist 
Church. Dr. Ward well, who was for 
many years a practicing physician in 
India, will be guest speaker. She is now 
retired and she and her husband, the 
Rev. 
Wayne Wardwell, live 
in 
Kingston where they serve the 
ITesbyterian Church. Mrs. (Charlotte 
Hill will be guest soloist. 


D e p u ty Sh o w s Film s 


Hckaway County Sheriff’s Deputy 
Bill Dountz showed the students at 
South Court Street School the films 
“Riddle of tin* Friendly Stranger” and 
“The Talking Car.” Deputy Dountz 
showed the two films to 2000 students 
rn the city schools in four days. 


Re-Assigns 


S. J. Fischer 


S. J. “Bud” Fischer, Route 4, 
assistant general manager of the South 
Central Power Company, has resigned 
that position to return to his long time 
post as Director of Public Relations for 
the locally owned power company. 
Fischer, who moved into the 
assistant-managership last Novem­ 
ber, cited health problems as the 
reason for his request to be returned to 
his former job. “After six months 
experience as assistant general 
m anager,” he said, “ my doctor 
evaluated my physical check-up and 
advised that the stresses and strains of 
the job were adversely affecting my 
health. His recommendation to me was 
that I return to work that is less taxing 
emotionally. Fortunately, the Board of 
Directors of South Central were 
sympathetic to my problem, and I will 
resume my old duties immediately.” 
Fischer had suffered a heart attack 
in February of 1972, but at the time of 
his promotion was in good health. 
However, 
the 
strain 
of 
union 
negotiations which was one of his first 
tasks as assistant manager, proved to 
be the warning signal to slow down. 
Promotions made within the public 
relations department at the time of 
Fischer’s departure last fall will be 
maintained. 


Easter Seal 


Society Holds 


Annual Lunch 


The Pickaway County Easter Seal 
Society held its annual summer lun­ 
cheon at Wardens with 25 members 
and guests attending. 
Brian Conkel, 
Pickaway County 
Easter Seal Child and his mother, Mrs. 
Eugene Conkel were special guests. 
Remarks were given by Richard E. 
Plum, Pickaway County Chairman for 
the 1973 Easter Seal campaign. Mrs. 
Richard Warren, president of the 
Easter Seal Society reported on the 
success of the recent campaign and 
discussed some future projects for the 
1974 campaign. Mrs. Warren thanked 
the society for all its efforts toward 
reaching the campaign goal. 
There will he no meeting during the 
summer season. The next meeting will 
be held the first Tuesday in September 
at the society’s headquarters at 216% 
So. Court St. 


B ib le School 


Schedu le M a d e 


The Church of the Brethren’s 
Vacation Bible School will be held June 
11-15 from 7-9 each evening. The 
closing program will be held 7 p.m. 
June 16th. 
(Tasses will be held for children of 
the nursery age through and including 
the Youth Class. This is a week of 
(hristian teaching, training and craft 
projects. 
Everyone is invited and welcome to 
attend. 


The financial report for May for 
Circleville, prepared by City Auditor 
Marvene Turner, showed a balance in 
all funds except the police and firemen 
pension levy fund. 
It had a deficit of $2,002.90. The 
general fund balance at the end of May 
was $134,767.34. This included the May 
disbursem ent of the income tax 
revenue fund of $60,624.15 during the 
month. 
The capital improvement fund also 
received $60,624.14 and has a balance 
of $69,984.99. 
Balances in other funds are: 
Waterworks operating, $153,093; 
Sanitary Sewer Operating, $89,402.21; 
Waterworks 
Guarantee 
Trust, 
$14,426.75; Income Tax Revenue, 
$6,969.07; Food Operating license, 
$93.36; Street Opening Trust, $555.63; 
Ted I>ewis Park Trust, $1,544.94; 
William Renick Trust, $10,212.46; 
Street Construction, Maintenance and 
Repair, $24,522.97; State Highway 
Improvement, $10,345.31; City Per­ 
missive Motor Vehicle Tax, $36,168.75; 
Replacement and 
Improvement, 
$15,957.92; General Bond Retirement, 
$8,205.28; Waterworks M. R. Bond 
Retirement, $89,509.31; S. A. Bond 
Retirement, $47,128.27; Waterworks G. 
O. Bond Retirement, $9,687,50; State 
Patrol Transfer, $2,225.32; Sanitary 
Sewer Improvement and Extension, 
$33,229; Sewage Treatm ent Plant 
Improvement, $7,718.27; Nicholas 
Drive 
Improvem ent, 
$31,424.48; 
Federal General Revenue Sharing 
Trust, $66,733.04. 


Hospital 


New s 


ADMISSIONS 
Mrs. William J. Brown, Route I, 
Williamsport 
Mrs. Charles Waidelich, Route 4 
Mrs. Ijenna Musselman, Ashville 
Mrs. Mae B. Tolbert, 160 Walnut St. 
Mrs. Jack Beekman, Route 3, Mt. 
Sterling 
Miss Sheila Bethel, daughter of Mr. 
and Mrs. Gary E. Bethel, Route 5 
Mrs. Kirby Drake, Route 4 
DISMISSALS 
William Watson, Route I 
Mary Clark, Ashville 
Joseph Brooks, Route 4, transferred 
to Circleville Manor 
Trent Swackhammer, I Laurelville 
Jerry Poling, 504 S. Washington St. 
Mrs. Randy Jones and son, Kingston 


CUSTOM 
FIELD 
SPRAYING 


CALL 474-6061 


FOR ARRANGEMENTS 


WE FURNISH CHEMICALS 


PICKAWAY 
GRAIN CO. 


ClrcUvilU 


have benefited from the Hamrick 
Memorial Fund are: Youth Baseball 
Program, two local delegates are 
sponsored to Ohio 4-H Club Congress 
each year, a movie projector for St. 
Joseph School, the guidance career 
program “You . . . Can Make a World 
of Difference” shown at all four county 
high schools in 1971, paid a portion of 
the pledge for Pickaway County to the 
Ohio 4-H Club Foundation, Y.M.C.A. 
Partners in Youth, 4-H Safety Speak­ 
ing Awards, and local bicycle safety 
programs. 
This year the directors of the Ham­ 
rick Memorial Fund awarded the third 
annual scholarship to Debbie Krahn, a 
1973 graduate of Westfall High School. 
Miss Krahn plans to attend Ohio State 
University and major in physical 
education. Previous winners of the 
scholarships have been Miss Marilyn 
Marshall, a 1972 graduate of Circle­ 
ville High School and presently a 
student in home econiomics at Miami 
University; and Jerrold Fields, the 
first recipient of the scholarship, who 
is a student at Bowling Green State 
University majoring in industrial arts. 
The Hamrick Youth Memorial Fund 
has received contributions from many 
donors who wish to make a lasting 
memoriam to a friend, relative or 
neighbor. It is an incorporated non­ 
profit fund and all contributions are 
federal 
income 
tax 
deductible. 
Donations can be made with any of the 
directors. 
Members of the board of directors of 
the Hamrick Youth Memorial Fund 
are Earl Palm, president of the Second 
National 
Bank; 
Robert 
Wood, 
treasurer of Pickaway County; Steve 
Jones, editor of The Circleville 
Herald; Wayne Evans, principal of 
Stoutsville School; and George Ham­ 
rick, Pickaway County Agricultural 
Agent. Allan Berger and Joe Adkins, 
local attorneys, are the legal advisors 
for the directors. 


This 'N That 


American legion Couples Dub, Sat. 
June 9. Dinner 7:30 p.m., dance 9:00 
p.m. Stoneys Band. 
—ad. 


Garage Sale-Fri. 6 p.m.-9 p.m., Sat. 
9-6, 321 S. Washington. 
—ad. 


Keeping Score 
On The Rainfall 


Rainfall for 24 Hour Period 
Ending at 8a.m ....................................02 
Actual since June I ............................ 15 
Nromal since June I .......................... 78 
AHEAD .37 INCH 
Actual since Jan I ..........................16.91 
Normal since Jan. 1........................17.82 
River ................................................ 8.90 
Sunrise .............................................6:03 
Sunset.............................................. 8:59 


CINEM A 


474-6361 


ALL SEATS $1.00 


FROM 


5:45 TO 10:15 


NOW AT 2 P.M. 


6-8-9:30 P.M. 


^ L e g e n d 
o f B o g g y 
C re e h E e a 
A TRUE ST O R Y 
:o(Of by TFCHNICOI OR Filmed in TLCHNISCOPE 
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H0W-TUES.-2 BIG HITS STARLIGHT 
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JAMES 
GARNER 
“ SKIN GAME’’ 
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3rd FEATURE — FRI.-SAT. 
^ 
INGELS’ ® I 
VILD WOMEN * 


The C ircleville Herald, Thursday Ju n e 7, 1973 


ELKS OFFICERS — Officers of the Circleville BPO Elks 
Club Tuesday initiated the largest class of candidates since 
its 75th anniversary celebration. Twenty new members were 
taken into the lodge by, from the left: Robert Liggett, 
Charles Mowery, William Bennett, James Henderson, 
exalted ruler; Joe Rooney, Dwight Weiler, John Happenny 
and Larrv Priest. 
Dear Abby: 


By Abigail Van Buren 


Victim W ould Rather Not 


DEAR A B B Y : Several months ago, 
while my husband was in the service, a 
man broke into my apartment and 
attacked me sexually. He had a knife 
and I was terrified so I made no effort 
to stop him. 


Now my husband is home. Two 
weeks ago I received word that they 
caught the man, and I am subpoenaed 
to testify. It was dark and the man 
wore a mask, so I wouldn’t recognize 


NO TH K O K A P P O IN T M E N T 
NO. 7S-2.VM8 
H tta lf of llazH I Mowery, 
Dprmwd 
Notice 
is 
hereby 
given 
that 
Eugene 
M owery whose address is 4400 Old Salem 
Rd.. Englewood, Ohio and George Mowery 
whose Post Office address is Route 2, West 
Liberty, Ohio have been duly appointed Do­ 
llars of the Estate of Hazel J Mowery 
y C o u i' ■ 
ta 
n day 
Guy G . Cline, Judge 


Kxecut 
late of P ick a w ay County, Ohio, deceased 
Dated this 17th day of M ay 1973 


Common Pleas Court 
Probate Division 
P icka w ay County, Ohio 
M ay 24, 31. June 7 


N O T IC E T O H IO IH - K S 
Sealed proposals w ill be received by The 
Hoard of Edu cation , C ircleville City School 
District, at the office of the Clerk, 520 South 
Court Street. C ircleville, Ohio, until 12 OO 
Noon Eastern Daylight Savings Tim e June 


all labor, m aterial and services necessar 
for the completion of construction of 


- 
^ 
ll, 1973 and at that time publicly opened for 
icy 
all 
weather track surface at C ircleville High 
School Athletic Field 
All documents and specifications are on 
file for review at the office of the ( Jerk of the 
Board of Education 
All bidding documents will be forwarded, 
shipping charges collect 
No bidder m ay withdraw his bid for a 
|>eriod of thirty ISO (days (after the date of 
receiving bids) 
Owner reserves the right to reject any and 
all bids and to w aive inform alities 
Hoard of Education 
C ircleville C ity School 
D istrict 
M ary Ellen Rader, Clerk 
M ay 17, 24, 31, Jun e 7 


NOTICE 
Before 
THE PUBLIC U T ILIT IES 
COMMISSION OF OHIO 
In the Matter of the Petition of 
George P. Baker, Richard C. Bond, 
and Jervis Langdon. Jr., Trustees 
of the Property of Penn Central 
Transportation Com pany, Debtor, 
with respect to discontinuance of 
the regular hours of agents at cer­ 
tain stations and the substitutions 
of another method of service. 
Case No. 73-301 -R 
The Trustees of Penn Central 
Transportation 
Com pany 
have 
filed the above Application with 
the Public Utilities Commission of 
Ohio. 
The Commission has scheduled 
a public hearing on the application 
for Ju ly IO. 1973 at 9:00 a.m. 
E.S.T . at the offices of the Com ­ 
mission, 111 North High Street, 
Columbus. Ohio. 
The Commission further or­ 
dered that each and everv copy of 
the notice so served, posted, or 
published pursuant to this entry, 
shall require each and every indi­ 
vidual. partnership, or corporation 
protesting or intervening in this 
matter to file a statement of their 
interest herein with the Docketing 
Department of the Commission 
not less than ten (IO ) flays prior to 
the date of hearing 
M ay 31, Ju n e 7, ii. in 


SWIMWEAR 


CATALINA 


— Bikinis 
— Boxer Style 
— Knits 


him if I saw him. This man assaulted 
several other women, so I am not the 
only witness available. 
I can’t see what possible good my 
testimony would do. I am a very 
nervous person and this whole thing 
has upset me terribly. 
My husband knew that a man had 
broke in, but I didn’t tell him any of the 
details as I didn’t want to upset him. 
Abby, I don’t want my husband in 
the courtroom, but he insists upon 
being there Is there some way I can 
get out of testifying? It’s not just hav­ 
ing my husband there, it’s having to 
talk alxiut what happened in front of 
other people in a courtroom. I ’m sorry 
now I called the police. 
I’m 21, and should probably have a 
more mature attitude, but I can’t help 
how I feel. Please help me. 
NO NAME. PI RASP 
DEAR NO NAM E: You must appear 
in court when subpoenaed or you 
would be cited for contempt of court. 
You can, however, ask the prosecutor 
to ask the judge to clear the court­ 
room while you are testifying. Unless 
the defendant's attorney objects to this 
procedure (and he is not likely to 
object in a sex case) the court will Im* 
cleared of everyone except the judge, 
the lawyers, the witnesses, and the 
defendant. That should take care of 
your problem. 
DEAK ABBY: When traveling by 
plane, I invariably get the seat directly 
in front of a child who repeatedly kicks 
the seat in front of him. His mother can 
be sitting right beside him, but she 
seems unconcerned. Dirty looks don’t 
help. 
Should I ask the mother to please tell 
her child to stop kicking me, or ask tile 
child to Dlease stop it? 
IR K ED IN VIRG IN IA 
D EAK IR K E D : Ask the stew­ 
ardess to handle it and you'll have no 
kick coming. 
DEAR ABBY: You told a mother 
whose daughters needed to wear bras 
but refused to “ drop the whole thing.” 
Well, if they don’t wear bras, that’s 
exactly what will happen. 'Hie “ whole 
thing” will drop. 
For proof, one need only to look at 
pictures of the women in African tribes 
who never wore brassieres. The 
American Medical Society even came 
out with a statement saying that the 
ligaments which hold the breasts firm 
and erect will stretch unless properly 
supported, and once the breasts sag, 
the damage is permanent. 
I have put that message into verse: 
“ I think it is scandalous 
What things should be so pendulous. 
lf a woman’s a rag, a hank of hair, 
and a hone 
lift the rag’ he a bra-for better 
muscle tone.” 
SANTA HOSA R E A D E R 


Coordinating Shirts 
and Jackets 
L//A- 


CADDY MILLER’S MEN’S SHOP 


VBS Scheduled 


The First Baptist Church, Ashville, 
will hold its Vacation Bible School the 
weeks of June 11-15 and June 18-22 
from 9 a.m. until noon each day. 
The school is for ages 4-12 and all 
children in this age group are invited. 
Kenneth H. Geren, pastor of the 
church, is the acting Director for the 
school. 


COM M ON P IT . A S C'OI R T, 
PK O H V IT DIX ISIO N N O T IC E 
All interested parties are hereby notified 
that the fo llow in g A d m in is tra to rs and 
Executors have filed their inventories and 
appraisements in the Common Pleas Court. 
Probate Division. P ick a w ay County. Ohio 
No 73 25253 Vivian M Dountz, Trustee of 
Trust by item for (b n f the w ill of W hitney E 
I Amb, deceased 
No. 
73-25237 
S h irle y 
P o llo c k . 
A d ­ 
m inistratrix of the estate of Ja c k E Pollock, 
deceased 
No. 
73-251R0 G eorg e 
H 
A rm strong . 
Executor of the estate of M ay Howsher 
Armstrong, deceased. 
No 73-25138 Milton Friedm an. Ancillary 
Adm inistrator of the estate of Theodore L 
Friedm an, aka Theodore la>opold Friedm an, 
aka Ted Lewis, deceased 
And 
that 
said 
inventories 
and 
ap 
priasements will be for hearing and set­ 
tlement before the Court on Monday. June 
18. 1973 at 9 o'clock A M Exceptions to said 
if any, rn ■ 
before June 12. 1973. 


ept 
inventories, if any. must be filed herein on or 


Witness m y hand and the sea! of said 
Common Pleas Court, 
Probate 
Division, 
Pickaw ay County. Ohio on this 5th day of 
June. 1973 
G uy G. Cline, Judge 
Common Pleas Court 
Probate Division 
June 7, 14 
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GALLON PICNIC JUG 
One gallon jug has wide • fill 
mouth, bail carrying handle and 
shoulder pour spout. Polyethy­ 
lene shell construction with 
polyurethane insulation 012 


GREAT GIFT 
IDEAS! 
FOR 
FATHER’S DAY 
JUNE IT 
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STOP IN 
SATURDAY JUNE 9 


B E T W E E N 10 & 2 


A N D M EET 
BILL FRITZ 


Th# So lo s R e p re s e n ta tiv e fo r 
KEYSTONE CAMERAS 


He Will Be Glad to 
Demonstrate 
Any of the Keystone Products 
for You. 


> THE ONLY CAMERA 
THAT 


MAKES IT OWN PICTURE-MAKES ITS OWN FLASHES 


NEEDS FLASH CUBES 


THE KEYSTONE 60 SECOND EVERFIASH 
USES POLAROID FILM! 
$E088 


C h o o s e A n y of T h ese Film s: 


la r g e S it e C o lo r N o . JO B 


E c o n o m y Size C o lo r N o. 88 


E x tra Fo st N o. 107 


THE A M A Z IN G CAM ERA 
THAT NEVER NEEDS 
FLASHCUBES ... 


T h ese o re th e r e m a r k a b le c a m e ra s yo u k e e p h e a rin g ab o u t 
th o o n e s th a t m a k e fla s h e s w ith o u t fla s h cu b es. You 
sim p ly drop in th e K o d ak No. 126 film c a rtrid g e a n d shoot. 
A n d you w o n t b e sp en d in g a d im e on fla s h cu b es e v e ry 
tim e you click th e sh u tter. 


E V F R F l A S H "* IO 
• Color corrected f 8 3-element 
coated lens 
• Up to KIO 
fiash shots 
front 


'? ordinary penlight batteries 


fir""’*' ""lr— 
p — 
7,-J 


I v r R f L A S H 20 
• The electric eye and I *> ♦> 3 


element coated lens give*, you 
the right exposure automat! 
rally 


I Vt Rf I A S H '* 30 
• Sam e features as the I ver 


flash 
but with a lifetime 


ref harqeablo battery 
• All you trave to tiny is tho him 


8 8 
>88 


KEYSTONE ELECTRONIC FLASH UNITS 


GUARANTEED FOR TWO YEARS 


M O D E L 44 
M O D E I 64 
M O D E l 74 
M O D E l 34 
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The trays go round and round 
...and the slides drop down! 


i 


NOW! TAKE INDOOR 
MOVIES WITHOUT 
MOVIE 
LIGHTS 
Made inUV* 


Model 4 I IOO 


The 
New 
' ■ 
-sr 
Keystone Gravity Slide Projector 


It's sir' pi*' 
Ti f new Keystone slid' projc*' tor uses the de 
perirJaL e round I un/ostal Im / system It works or gravity, 
so east 
slid' 
just drop 
into position gently and auto 
mat if ally 
IT <■ new K»-ystor 
* I I OO I as a sharp f/ 3 S < olor cor 
rested 
« t i 
and a brilliant OOO watt am p for ( lear, beauti­ 
fully illum inated [i■' tun s I or ward arid re verse rem ote r on 
’ rots on a long 
i ? fool < Ord, or from alternate controls ort 
the- side of ti-.' projector A ccep t' Keystone or Kodak' HO 
slide round tray' (a iso a '' opts Kodak ‘ I AO slide* horizontal 
frays) A 
de' are a caila b ’e for easy instant editing The 
new Keystone is o j m f 1 D epen dable1 I asy to o p erate' 


Keystone 
XL-100 


M ovie Cam era 


With 


Super Fast 
F : I. I Lens 


A lto XL 200 
Zoo m L e n t 
C a m e ra 


$149 95 


P R O JE C T O R 


P IU S 3 FREE T R A Y S 
$9995 


N o m o re m o vie lig h ts 1 
The tu p er I a tt I: I I le n t an d K od ak Ek toe h rom e 
160 film le ft you ta k e b e a u tifu l p ic tu re ! w ith o u t 


m o vie lights. 
It % e a t y to h a n d le tim p le to o p e ra te . 
It's a w h o le n e w w o y to ta k e hom e m o v ie t. 
C o m p le te kit in c lu d e s c a m e ra , 
K od ak 
Ekta- 
ch ro rn e 160 film an d 3 alk a lin e A A b a tte rie s . 


Lo. 


RU 


134 W . M A I N S T . 


\ ‘ 
Schreiner 
PHOTOGRAPHS 
474-8 l l 5 


Ra n k Am e r ic a r q 


R E G $5 95 
* 


O N L Y 


BOYER’S 
c%smi) 
^^H A RD W AA F STQWr S 
HARDWARE 


B I O S C o u rt St. 
4 7 4 4 1 8 5 


miss (Jhrnl/aSm 


mis 
B A R G 
A I N 


O F T H E MONTH 


Reg. 1 4 .9 S 


P H IL C O * 2 9 


FM /AM PORTABLE 


Colorful compact case with 
wrist strap so it can swing 
along with you. IO transistors, 
6 diodes; 
speaker 
In 
eludes earphone. 


WESTCLOX 
TRAVEL ALARM 


Ours, Yours A nd Theirs 
A Page Of Opinion 
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Hands Off Tourists 


American 
tourists 
now 
looking over travel brochures 
and 
checking 
vacation 
schedules are also keeping a 
wary eye on exchange rates for 
the dollar abroad. In Congress 
a few voices have again been 
heard advocating government 
action 
to restrain 
tourist 
spending abroad. The balance 
of payments seems hopelessly 
out of kilter. 
But tourism is a two-way 
street, and any action to 
discourage 
Americans 
from 


going abroad would result in 
retaliatory 
action 
by 
other 
governments. 
Anything 
that 
would slow tourism would be 
especially unfortunate because 
of the success in recent years in 
attracting Europeans in par­ 
ticular, but travelers from all 
parts of the world, to the United 
States. 
With the increasing mobility 
of populations all over the 
world, the general prosperity of 
Europe, and the introduction of 
large numbers of travelers to 


the beauties of the new world, 
prospects are favorable for 
growing numbers of visitors to 
the U.S. each year. Curtailing 
the U.S. international deficit 
has 
become 
an 
urgent 
necessity. 


But tampering with the 
tourist 
trade 
when 
the 
government itself spends many 
times the amount involved in a 
myriad of overseas programs 
would be a foolishly short­ 
sighted action. 


Vive Le Fellowship 


From the Marquis de Sade through 
Baudelaire and Kimbaud and down to 
writers like the contemporary French­ 
man Genet, the artist-aft-criminal, as 
programmatically subversive, has 
been a presence on the literary scene. 
Hilariously enough, what is now new 
about this phenomenon is his desire for 
a regular government handout 
It seems that the French have an 
agency, their equivalent of our own 
National Endowments for the Arts and 
the Humanities, to .support art and 
literature as a matter of public policy, 
and now the I .atm Quarter is up in 
arms because the new Minister of 
Culture, Maurice Druon, says it’s not 
going to be his policy to provide 
public subsidies for revolutionaries, 
pornographers, the creators of anti-art 
and the like. 
“ People who come to the door of this 
Ministry with a begging bowl in one 
hand and a Molotov cocktail in the 
other will have to choose,” he said. 
Whereupon the aggrieved artists and 
their fans surges! through the streets of 
Paris insisting upon access to the* 
public trough. 
'Hie whole notion boggles the mind. 
Can you imagine the Marquis de Sade 
or Baudelaire applying for govern- 


Bv JE FFR E Y HART 


ment fellowships, asking that the 
Flowers of Evil or a new set of whips 
and cha las 
Im* subsidized by the 
burghers of France? You can envision 
the future lineup at the pay window of 
the Ministry for Culture, when all the 
Satanists and undergrounders and 
pornographers show up 
for their 
checks. 
Who’s the* fellow in the 
Vampire suit? 
You would imagine, would you not, 
that the* subversive artist, seething 
with hatred 
for 
his society and 
dedicated to the overturn of all its 
values, would draw the line at making 
a 
grant 
application 
to the 
bureaucracy. Not so. Even the French 
pornographers are up in arms over the 
“ repressive" Dr lion, who, in his own 
defense, lashes out at “ apologists for 
the degradation of the person.” 
Evidently the days of "Psst, feelthy 
pictures” are now over. 
Over here recently we had a com­ 
parate dust-up surrounding our own 
Federal 
culture-subsidizer, 
the 
National 
Endowment 
for the 
Humanities, when the agency drew the 
line at subsidizing what amounted to 
revolutionary workshops, dedicated to 
the overthrow of the present system, 
and sending up paeans to Mao, Che, 


According 
To Boyle 


By HAI. BOYCE 


NEW YORK (AP) — Memory is a 
great healing agent. 
It is Hie balm that reconciles us to 
today's pains and the promised emp­ 
tiness and loneliness of tomorrow. 
By reminding us of good times we 
had in Hie (last and the bad times we 
survived, memory can also by those 
examples give us hope that our future 
may still hold great times, too. 
Your own store of memories is large 
enough to fill many an idle hour if you 
can look liack and remember when 
Most of tile things you bought cost 
you only about what the tax on them is 
now. 
Many lx>ys went hungry Saturdays 
because if they didn’t sneak out of the 
house before breakfast their mothers 
would tell them they’d have to spend 
most of the day beating dust out of rugs 
hung up on a wire in the backyard. 
You didn’t have to worry about 
getting air-conditioners or television 
sets repaired, but somehow something 
always seemed to go wrong with tin* 
coal furnace or the hot water heater. 
Doctors didn’t charge much, and 
they were usually the last to get |kik1. 
'Hie first tiling a family paid every 


week was its grocery bill. 
A young fellow who could strum a 
pretty fair mandolin usually didn’t 
have much trouble getting dates. 
Many a strict mother wouldn’t let 
lier daughter go out with a lx>y who 
drove a car that had a rumble seat. 
While life had problems we don’t 
face now, no man hail to spend half the 
day in an office washroom because of a 
stuck zipper. 
A juvenile delinquent was a kid who 
sat in tile front row of the balcony at 
the movies, arni threw beans at tin* 
audience below as soon as the lights 
were turned off. 
A lot of folks thought you were 
throwing away your money if you sent 
your daughter away to college. The 
male theory was that a girl didn’t need 
to go to college to learn how to raise 
children, and t<H> much education 
served only to unbalance the female 
mind more than nature had done it al­ 
ready . 
People gave less money to formal 
charity, but were more willing to pitch 
in and help an individual who was in 
trouble. 
'Biose were the days 
remember? 
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Fanon 
and 
whoever. 
Cries 
of 
“ Fascist,” “ Goebbels,” and “ Hitler” 
were hurled, even as now in Paris. 
'These revolutionaries not only want 
to overthrow the Czar, they want the 
Czar to pick up the tab. 
During the 18th century, in England, 
there was a fad on the part of wealthy 
estate 
owners 
of 
hiring 
a 
few 
shepherds or even a hermit to dress up 
a landscape garden. The latter went 
especially well with your artificial 
ruin. But that the government should 
similarly hire a set of revolutionaries 
to enliven the social tableau is asking a 
bit much. 
Speaking of Baudelaire, one of my 
favorite anecdotes concerns his 
“ revolutionary” behavior during the 
1848 Paris insurrection. As is well 
known, Baudelaire hated his step­ 
father, General Aupick, viewing him 
as a rival for the mother’s affections. 
When the mobs were surging through 
the streets, an acquaintance caught 
sight of Baudelaire, in a high state of 
excitement, brandishing a new gun 
just looted from a store, and shouting 
“ I’ve just fired my first shot,” and 
then: “ We must go and shoot General 
Aupick! Down with General Aupick!” 


Ralston Sues 
Nabisco For 
$5.45 M illion 


WEIT .STON, Ohio (AP) - The 
Ralston Purina Co. has filed a $5 45 
million suit against Nabisco, Inc., 
charging that the firm reneged on an 
agreement to buy the Ralston plant 
In* re. 
The suit was filed in St. I /mis Circuit 
Court. In the suit, Ralston contends 
that 
Nabisco 
entered 
into 
the 
agreement to buy the plant after 
Ralston announced it was dissolving 
its Checkerboard Food Division here. 
The $8 4 million deal was terminated 
last November. The plant was later 
sold to Banquet Foods Corp. for about 
$4 million. Ralston is seeking the dif­ 
ference iii the two prices plus main­ 
tenance costs. 
The city of Wellston made im­ 
provements costing more than $1.5 
million to its water and sewage 
facilities to provide services for the 
new plant. 
This included a 325-acre lake to 
provide a supplemental water supply. 
The lake, including road relocations, 
cost more than $800,(KH). A large jiart of 
those funds were provided by the state. 
When the plant was dedicated in 
1008, 
it 
was 
the largest turkey 
processing plant in the world. But the 
demand for turkeys never reached the 
volume which Purina officials had ex­ 
acted. 


Today 
In 
History 


By THE ASSOCIATED PRESS 
Today is Thursday, June 7, the 158th 
day of 1973. There are 207 days left in 
the year. 
Today’s highlight in history: 
On this date in 1942, the World War II 
Battle of Midway ended in a major 
American victory over the Japanese. 
On this date: 
In 1654,l/wis XIV was crowned king 
of France at Rheims. 
In 1769, Daniel Boone began his 
exploration of the Kentucky wilder­ 
ness. 
In 1776, Richard Henry I^ee of 
Virginia introduced the first resolution 
for American independence at the 
Continental Congress in Philadelphia. 
In 1862, the United States and Britain 
signed a treaty for suppression of the 
slave trade. 
In 1940, in World War II, organized 
resistance against German invaders 
ended in Norway after 62 days of bitter 
fighting. 
Ten years ago: The United Nations 
announced 
that 
a long-delayed 
peacekeeping operation in the Red Sea 
country of Yemen would begin im­ 
mediately. 
Five years ago: A I/is Angeles 
County grand jury indicted Sirhan 
Bishara Sirhan for murder in the 
assassination of Sen. Robert F. 
Kennedy. 
One year ago: American bombers 
battered a railroad in North Vietnam 
near the China border. 
Today’s birthdays: Singer Tom 
Jones is 33. Poet Gwendolyn Brooks is 
56. Violinist Jaime I^aredo is 32. 
Thought for today: The chain of 
wedlock is so heavy that it takes two to 
carry it ... sometimes three — 
Alexandre Dumas, French novelist 
and dramatist, 1802-1870. 


Editions Of 


The Past 


JU N E 1953 
20 Years Ago 
'The first permanent structural steel 
girders for the new $10 million DuPont 
plant were being erected to house 
offices of the main part of the 
manufacturing building. 


Chairman Bob Adkms of the city 
zoining and planning commission 
outlined revised plans for “ the first big 
step” in Circleville’s expansion 
program, the annexation of 1,168 acres 
north of Circleville. 


Dean Martin and Jerry Iiewis in 
“Scared Stiff” plus a late news and 
Hasty Hare cartoon was the bill at the 
Grand Theatre. 


Eighty-three seniors garbed in 
Royal Isle Blue caps and gowns 
received diplomas at the Circleville 
High School commencement exercises 
at the Mckaway County Fairgrounds 
Coliseum. 
Marlene 
Mancini, 
salutatory, spoke on “ Our Heritage 
From Ohio” and Blanche Lutz, 
valedictorian, spoke on “Our Promise 
to Ohio.” 


O King Feature. Syndicate. Inc.. 197). W orld r.gWta r e a r e d . 


“M y father can’t even stand the top ten, let alone the 
top forty!” 


Speaking Of Your Health 


by la tte r I. Colem an, M D. 


Our 10-year-old boy has protruding 
ears, and he is becoming terribly 
conscious of this. He is the object of 
redicule by unkind schoolmates. 
We are considering having this 
corrected. 
Is 
the 
operation 
a 
dangerous one? When should it be 
done? 
There are no plastic surgeons in our 
city. 
Mrs. L.S., Ala. 
Dear Mrs. S.: 
There are now many excellent, 
simple, 
and 
completely 
safe 
operations for the reshaping of the 
ears. 
Within 
a 
few 
days after 
the 
operation, the ears are well on their 
way to complete healing. 
I think that you should givemorethan 
just consideration to having this 
operation performed. A 10-year old 
highly 
sensitive 
child 
can 
be 
psychologically scarred by the con­ 
stant reference to his protruding, or 
"flop,” ears. 
Young children are not always kind 
to each other and some may make 
reference to “elephant ears” and other 
terms of disparagement, which is 
emotionally painful. 
Your own doctor knows the closest 
plastic surgeon where such operations 
are easily performed. Your child will 
tenefit greatly when this defect is 
remedied. 


Dear Mrs. E.: 
The abdominal cavity is lined by a 
fine delicate tissue-thin membrane, 
the peritoneum. 
Following an operation on the gall 
bladder, the intestine, the appendix, or 
any organ in the abdomen, the 
peritoneum may become irritated and 
inflamed. The result is that tiny bands 
of adhesions may form in some in­ 
stances. 
Modern surgery is so exact and free 
from harsh handling of tissues that 
fewer 
cases 
of 
post-operative 
adhesions occur. 
Infections are more readily con­ 
trolled with antibiotics and, therefore, 
peritoneal inflammation is reduced. 
'Hie fact that adhesions occurred to 
teth you and your father is probably 
more 
of 
a 
coincidence 
than 
a 
hereditary tendency. 


Both my father and I developed 
adhesions after a 
gall 
bladder 
operation. 
Does this mean that there is a family 
tendency to adhesions? 
Mrs. O.E., Mich. 


Is spinal anesthesia still used? Has it 
teen discharded for other types of 
anesthesia? 
Mr. T.O., Calif. 
Dear Mr. O.: 
This type of anesthesia is still used 
for operations below the waist. 
Many 
surgeons 
prefer 
spinal 
anesthesia for operations on the 
bladder and the prostate, or for a 
hernia, for example. 
A similar type of anesthesia is 
known as “ epidural and caudal block.” 
Spinal anesthesia is performed by 
injecting 
novocaine 
or 
similar 
chemicals directly into the spinal cord. 
This is considered a “ local” or 
“ regional” 
anesthesia 
and 
is 
remarkably safe and effective. 


Business World 


By JOHN CUNNIFF 
AP Business Analyst 


miff 
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Circleville organized its first Little 
league baseball operation for boys 
from 9 to 12 years old. Dick Boyd, city 
recreation director, was in charge of 
the league. 


E n v iro n m e n ta l 


H o tlin e Established 


COLUMBUS, Ohio (AP) - The1 
ombudsman 
for 
the 
Ohio 
en­ 
vironmental lYqteetion Agency now 
has an “environmental hotline” in her 
office. 
Addle Mitchell said state residents 
can call the toll-free number, I-800-282- 
0270, at any time to report en­ 
vironmental problems or to ask 
questions if they are unable to get 
answers from district offices of the 
agency. 
The Herald 
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ll I. D A V IS 
P u b lish e r 
S T K V K JO N K S 
E d ito r 
T O M IT R IC K L I. 
A d vertisin g M a n a g e r 


A 
d a ily 
n ew sp ap er 
consolidating 
The 
C irc le v ille 
H e ra ld and The 
D a lly 
Union 
H e ra ld 
E n te re d as second class m a tte r at the 
C irc le v ille 
P o st O ffice under the act of 
M a rch 3, I879 Second C las s postage paid at 
C irc le v ille . Ohio. 
P u b lish ed e v e ry afternoon except Su nd ay 
at The H e ra ld Build in g , 210 N orth Court 
Stree t. C irc le v ille , Ohio, by the C irc le v ille 
Pu b lishin g C o m p any 
SI BSI TUITIO N PRICES 
B y c a r r ie r in C irc le v ille , 60 cents per 
w eek B v m ail til P ic k a w a y County. $16 per 
y e a r 
K ls e w h e re in Ohio, 
$18 
per 
y e a r 
Outside Ohio, $22 
M a il rates ap p ly only 
w h ere c a r rie r s e rv ice is not a v a ila b le 
Telephone* 
Business 474-3131 
N ew s 474 3133 
Po stm a ster 
Send F o rm 579 to Box 498. 
C irc le v ille . O hio 43113 
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NEW YORK (AP) — Incongruous as 
it may seem, the devaluation of the 
dollar appears to be viewed by some 
currency traders as evidence that it 
could be devalued again. 
This, at any rate, is one of the ex­ 
planations 
offered 
by 
puzzled 
monetary authorities, who feel the 
dollar is now realistically priced but 
who find their views contradicted by a 
falling market. 
While most Americans might have 
only a vague feeling of insecurity 
because of the dollar’s decline, those 
who travel to Europe this summer will 
encounter the specific consequences in 
the form of higher bills everywhere. 
The oddity of why the value of 
American currency should continue to 
slide, relative to the currency of most 
of its trading partners, is reasoned this 
way by some bankers: 
Unique among world currencies, the 
dollar held to 
its official 
value 
throughout the post-World War II 
period, and thus was widely desired for 
its stability. 
This view continued to be held even 
when the United States developed a 
chronic imbalance in its international 
payments, traditionally viewed as 
evidence of an overpriced currency. 
The imbalance, it was hoped, would be 
corrected. 
But then the dollar met the fate of 
other 
important 
currencies: 
it 
devalued, and it did so twice. This 
removed the assurance. No longer 
could you be certain of the dollar’s 
value either. 
Most international 
bankers now 
believe the devalued dollar is priced 
right or perhaps even less than its 
worth. But that is no longer a promise; 
the dollar is afloat, drifting with the 
currents. 
In a strictly banking sense, the 
dollar isn’t nearly so suspect as it is in 
the market place, where psychology— 
which involves fears and rumors as 
well as facts—holds sway. 


Add to the tears held by many 
European and American businessmen, 
and bankers too, the feeling that the 
U.S. economy itself is adrift, despite 
continued assurances from Wash­ 
ington that things are getting better all 
the time. 
And then, in addition to those 
worries, 
pile 
on 
the 
burden 
of 
Watergate, which is viewed by some 
Americans 
and 
FJuropeans 
as 
lessening the President’s ability to 
negotiate trade agreements, work 
toward 
international 
monetary 
stability and control domestic in­ 
flation. 
And while the dollar falls, the price 
of gold soars. Are the two prices like 
weights on an apothecary’s balance? 
To an extent. When people fear paper 
currencies they traditionally seek gold 
or diamonds or some such. 


Part-Time Lawyers 


Urged For Jails 


C1.EVEI.AND, 
Ohio 
( A F ) - 
Cuyahoga County Common Pleas 
Court Judge George M. White says he 
will propose hiring part-time lawyers 
to aid county prisoners unable to se­ 
cure their own lawyer immediately. 
White paid a surprise visit to the 
county jail Tuesday and reported he 
found it cleaner than he expected. 
White said he also didn’t feel the jail 
was overcrowded, although the popu­ 
lation Tuesday was 522, far over the 
jail’s listed capacity of 300. 
The judge said one or two part-time 
lawyers are needed at 
the jail, 
however, to help inmates without 
lawyers. White said one man without a 
lawyer told him he had been held in jail 
for more than two months without 
being indicted. 
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Williamsport News 
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HAPPY BIRTHDAY 
Randy Smith, Norman O’Connor, 
Nancy Keller, Karen Cochran, Sam 
Clapper, Gail West, Therese Tarbill, 
and to my buddy Doyen Bode, June 8; 
Daisy Rowland, Pamela Adams, 
Deanna Jackson, Don Steinhauser, 
Mike Kahler, Charlie Snyder, and in 
remembrance of a good friend, the late 
Elizabeth Ebenhack, May 9; 
Joyce Ann Adams, Karen Diane 
Marshall, Vicki Baughn, Monta Trent, 
Linda Kay Armentrout, Viola Myers, 
Pat Clark, Wilson Thomas, May IO; 
Kathryn Arbogast, Jeff Snyder, 
Maynard Marshall, Barbara Minor 
Ward, May ll; Barbara (Bobby) 
Canman, Crystal Metzger, Bob 
Snyder, Mary Ann Mosley, Jeffery 
Hair, Clarabelle Rose, May 12; 
Grace Whitten, Doris Gantz, Tony 
Conley, Tim Carson, Art Schobert, 
Wayne Timmons, Marjorie Snyder, 
Sharon Adams Dyke, Fred Archer, 
May 13; Riley Rose, Jr., Tami Fullen, 
May 14; 
Diana I^ambert, Dan Brust, Rev. 
Norman Williams, Scott Hill, Dolores 
Karshner, Keith Bochard, Violet West, 
Lisa Creamer, Tom Duvall, Marion 
Dale Bigam, Carol Shanton, Harry 
“ Booge” Puffinbarger, May 15. 


Four birthday candles decorated the 
traditional cake served with ice cream 
and fruit punch enjoyed by those 
helping C.K. McFarland III celebrate 
his big day last Friday. 
Making it a real fun day for the 
newly turned four-year-old were Paula 
and Stephanie Remaster, Charlie 
Duvall, Kevin Green, Teresa Graffis, 
Susan Wright, Aunts Janet, Cindy, 
Kathy and Laura Schleich, Grandma 
Ruth (Mrs. Don) Schleich in whose 
back yard the party was held, sister 
Toni Sue McFarland and mama 
Debbie. Grandpa and grandma Clark 
and Ethel McFarland hosted C.K., his 
sister Toni, parents darkie and 
Debbie, Aunt Joan (Mrs. Charles) 
Savage and cousin Jodi with dinner out 
on Friday evening. lots of celebrating 
to delight a frisky four! 


Seniors 
of 
the 
Williamsport 
United 
Methodist Church 
were 
recognized during worship services a 
week ago Sunday. Jean (Mrs. Ray) 
Valone was in charge of the nicely 
done acknowledgement. Seniors at­ 
tending were John Schein, lowed 
Kneece, Kevin Hulse, Marc Easter- 
day, Randy Metzger, Melissa Schein, 
Dawn Bidwell, Cora Whitesed, Ann 
Hamric, Cindy Beatty, Beverly McDill 
and Debbie Cook. 


Mr. and Mrs. Clarence Wyant of 
Chillicothe visited with good friends 
Pete and Pearl Cochenour during the 
Memorial holiday. 


Twas a surprised couple, Carroll and 
Margaret Cook, on the evening of May 
14 when 
her parents 
John 
and 
Hyacinth Dearth hosted a dinner at 
Wardell Party home in honor of the 
couple’s 25th anniversary which was 
on May 15. 
In on the “ conspiracy” to make it a 
really lovely affair were A.J. and 
Juanita Cook, Shana Wills, Diane 
Dearth, Bill Bennett, John and Judy 
Cook, Lee Cook and Dan Cook. We add 
our congratulations and best wishes to 
all those already received! 


Benefit Show 
Always ready to do a good deed, the 
Pioneers presented their annual 
country western show for the benefit of 
the patients at Orient State Hospital on 
May 28. The Pioneers group is com­ 
prised of Jim Cochenour, Charlie 
Phoebus, I^eslie Zimmerman, Jimmie 
Dee Cochenour and 
master of 
ceremonies for the evening Bob 
Whaley shared the stage with I^arry 
Hartley. 
Making her very first public per­ 
formance and proving to be a “ real 
smash” was guest singer Carolyn 
Jackson. Another very well received 
act was Phyllis Hudak Shaw playing 
several numbers on her accordian. A 
packed auditorium displayed with 
much applause 
their sincere en­ 
joyment 
of 
the 
evening’s 
en­ 
tertainment. Another star of good deed 
for the Pioneers. 


State of Ohio 
Department of Io w a n s 
Certificate of 
Com pliant* — th* undersigned 
Suptirelendent of 
Insurant* of th* Slat* of Ohio 
hemb* <■ ertif>es that 
COMMERCIAl UNION INSURANCE COMPANY 
I B 


Stat* of M asitcfm stffs hat complied with th* laws of 
this Stat* app lican t to it and is authon/*d dunnj th* 
current year to transact in this stat* its appropriate 
business of insurant* 
Its Financial condition is shown 


by its annual statement to ha** b**n as follows on 
D*(*m b*i t i 
1971 
Amended assets J84 9 301 634 55 


l i a b i l i t i e s 
| ? M 9 4 6 0 4 0 73 
N e t a m 
i l 
J164 lh ? 593 A? 
Capital 
16 000 000 00 
Surplus 


11 51 362 593 I ? 
In c o m e 
1240 ? 38 454 I 8 
fipenditures 1 (9 3 1 9 / 1 0 6 22 


IN W ITNESS WHEREOF 
I ha** hereunto subscribed 


my nam* and caused my seal to tie r'f ie d at Columbus 
Ohio 
this day and date 
lanua'y 24 
19/3 
Kenneth f 


DeShetltr. Sup1 of Insurant* of Ohio 
(Soal 1541 


Stat* of Ohm 
Department of Insurance 
Certificate of 


Compliance 
Th* u n d e f in e d 
Superintendent ol 
Insurance nt the Stat* ot Ohio 
he-eby certifies that 
MUTUAl Of OMAN* INSURANCE COMPANY 
» Omaha 


Slate of Nebraska 
has complied with 'he raws of (hrs 


State 
applicable 
to it and 
is *U'honied dunnj the 


cunent yeai to transact in this stat* its appiopnate 
business ot in s u la r * H i Financial condition is shown 
by its annual statement to ha** been as follows on 
December 31 
19/1 Admitted assets 1626.093 250 01 
Liabilities 
1456 621 IS O / ? 
Surplus 
1168.271.699 29 


In c o m e 
1628 2 7 4 7 20 6 7 
E ip * c d it u » * s 


1483 045 233 S i 


IN W ITNESS WHEREOF 
I 'a * ' heieunn 
sub-. 
-*d 


my nam* and caused my sea' ic be atli red at Columbus 


Ohio 
this day and date 
July 
I 
l f ? ? 
OeSheflei Supt of Insurance of Ohio 
(Seal 409) 


Stat* of Ohio 
Department of Insurance 
Certificate of 


Compliance 
The u n d e f in e d 
Superintendent ct 


Insurance ol th* Stat* of Ohio 
hereby certifies that 
UNITF0 BENEFIT LIFE INSURANCE COMPANY 
• O r -•, 


Slate of Nebraska 
has complied w th the ijws o' ‘his 


Stat* 
applicable to it and is authorized dunnf '.he 


cunent year to transact in this s'ate its appiopnate 
business of insurance Its financial condition 
s shown 


by its annual statement to ha** been as tollows on 
December 31 
1971 A d d le d assets 17/0 031 292 90 
l i a b i l i t i e s 
16 /5 6 4 5 2/4 19 
N e ' 
a s s e ts 


1 *4 486 O I8 ? 
C ap ital 
16 000 000 00 
Su ip l.. 


188 416 018 71 Ineom* 1174,512.271 0* E«p#ndr!ur*$ 


I 24 
44 622 46 
IN WI TNT SS W H E R E O F 
t ha.* 6*'*unt0 subscribed 
my nam* and caus*d my seat to b* attired at Columbus 
Ohm 
this day and date 
July 
I 
197? 
Kenneth I 
DeSh»ti*i S u p ' bf !nt»r*ne* of OhMt 
(Seal 620) 


Sta'e ot Obi* 
Oepi'tm en' bf fntuibncb 
Cbrtiticbfl of 


Compliance 
Th* u n d ersiz ed 
Supe- -tender,- s' 
Insurance >f the 
,*a*e of 6* 
here!), -•*' ‘ *' 
THI 


HOM! INDEMNITY C0MP4NY 
INC 
'M a 
» * " * ' 
‘ 


ot N e . Hampshire has c " . 
*-1 * 
" 
State 
applicable to it and IS authon/ed dor nj 
the 


current year to ti ansae’ in 'his -.'ale ds epp’ opnate 
business of - w a r n * 
its financial condition is shown 


by its annual statement to ha** been as follows on lune 
30 
19/2 Assess 1154; 7*3 99 I •abi*>''*', 1:5 500 00 


Ne- assets 
13 626 2*3 99 
C a p 'a 
I OOO OOO OO 
Su rp lu s 
1 1 6 2 6 28 3 99 
tacom a 
I t 
52* 68 , 4? 


Erpend tuies I 5 664 00 
IN W TNE S ' W H E R E O F 
1 ha** hereunto subsrnb*d 


my nam* and caused m* seal Ic he aft ted at Co umbel 
Chi* 
this day and date 
ian uiiy 23 
i 9 7 3 
Kenneth E 
OeShette* Supt of In su la n t* of O hm 
>** 2931 


Bike Races 
Though the crowd was disap­ 
pointingly small for the annual 
American Legion Post 618 bicycle and 
tricycle races what they did not have 
in number they made up for in en­ 
thusiasm in cheering for favorites to 
come across the finish line first. 
Participants were: 
Three and four year old girls—Usa 
Carter, first; Tami Fullen, second; 
Tracey Wisecup, third; Kendall 
Duvall, Kathy McCafferty. Three and 
four year old boys—Todd Young, first, 
Billy 
Buskirk, 
second, 
Dana 
Napieracz, third. 
Five and six year old girls—Jane 
Whitten, first, Usa Thomas, second; 
two other entries Kris Grady and 
Tonda Bivens had to scratch from the 
race because they had two wheeler 
bikes and only tricycles permitted— 
this has happened in the past so 
perhaps the good legionnaires will 
take heed and make the five and six 
year olds a bicycle event since nearly 
all boys and girls of the age group have 
mastered a two wheeler. There were 
no entries in the boys division of this 
age group. 
Seven and eight year old girls— 
Kristen Metzger, first; 
Kim Mc­ 
Cafferty, second; Beth Jordan, third; 
Amy Easterday, Usa Clark, Yvette 
Carter, Sheryl Horeb. Seven and eight 
year old boys—Mike Tarbill, first; 
Keith Garrison, second; R. V. Harri­ 
man, third; 
Marty Lutz, Taaron 
Duvall, Barry Haller. 
Nine and ten year old girls—Lisa 
Puffinbarger, first; Veronica Carter, 
second; Shara Valentine. Nine and ten 
year old boys: Joe Valone, first; Brad 
Thompson, second; Jeff Fullen, third, 
Brian Wisecup, Jeff Kaiser. 
Eleven and twelve year old girls— 
Kelly Betts, first; Lisa Jordan, 
second; Stephanie Snyder, third, Jerri 
Kaiser, Kelly McCafferty. Eleven and 
twelve year old boys—Mike Whitten, 
first; Pete Jordan, second. 
Thirteen and fourteen year old 
girls—Pam Garrison, first; Shirley 
Thompson, second. Thirteen and 
fourteen year old boys: David Valone, 
first; Bobby Hailer, second. 
A new feature this year was age 30 
and up to 70. Winners were: women— 
Bev Whitten, first, Marcia Horch, 
second; Alice Rigsby, third. Men—Bud 
Grady, first; Bill Horch, second; Jim 
Mowery, third; Bill Puffinbarger, Bob 
Metzger. There will probably long be 
discussion as to whether it was the 
bicycle (a snazzy new purple job} or 
the rider that captured first place 
since in each division (women and 
men) the same bike was used. Ah! 
well, that’s how it goes. 


Jet Stream 
Gets Blame 
For Tornadoes 


WASHINGTON 
(A P) 
- 
That 
sometimes-capricious river of high­ 
speed 
air 
above 
the 
Northern 
Hemisphere, the jet stream, has been 
a major culprit in the record rash of 
tornadoes and other unusual weather 
across the nation in recent months. 


Government meteorologists said 
Tuesday the jet stream has been 
unusually strong for several months: 
—Causing more than 700 tornadoes 
since Jan. I, mostly in Southern states. 
—Dumping heavy rains from the 
Appalachians to the Midwest and down 
into the South. 
—Causing drought conditions in the 
Pacific Northwest. 


The weathermen say the jet stream 
appears to be weakening now, possibly 
lessening tornado activity in Southern 
states. 


They also said their June outlook 
shows a shift in the heavy rain picture 
from the Midwest and South to the 
Middle Atlantic, South Atlantic and 
Gulf Coast. It also appears, they said, 
that the weakening jet stream will 
cause rain in the Pacific Northwest 
during June. 


Uke its sister, the “ polar jet,’’ 
flowing above northerly areas of the 
earth, the sub-tropical jet stream is 
hundreds of miles wide and 20,000 feet 
high. It whirls eastward around the 
globe at an altitude of four to seven 
miles. 


We had the opportunity to talk with 
him and his wife Dottle. We learned 
that daughter Kathy is married, has 
one child and is ^anticipating, Connie 
is a sophomore at Ohio State, Ronnie is 
a handsome lad (we saw him) of 
seventeen and just finished his junior 
year of high school, Jane just com­ 
pleted her freshmen year. 
All are well and sent their best 
wishes and kind regards to their many 
friends in this community. 


Nixon Moves To Rebuild His Staff 


WASHINGTON (AP) - President 
Nixon announced three moves Wed­ 
nesday in a major rebuilding of his 
Watergate-shaken White House staff. 
Army Gen. Alexander M. Haig Jr., 
Day Care 
To Receive 
Priority 


COLUMBUS, Ohio (AP) - Day care 
services for working mothers or 
mothers training for jobs will be given 
high priority under revised federal- 
help programs in Ohio beginning July 
I. 
Welfare Director Charles Bates also 
said Wednesday that beginning Oct. I, 
the department would begin expanding 
programs to provide jobs for day care 
aids and homemakers. 
The new federal regulations limit 
Ohio to $130 million for social service 
programs in fiscal 1973 and 1974, Bates 
said. 
The state had been counting on an 
allocation of $115 for Fiscal 1973 alone, 
and Bates said he doubted if the state 
could attract the revenue needed to 
continue current services. 
He said the cutback will result in 
curtailment of certain indigent legal 
services, some education and training 
services, summer camping, and 
community mental health programs. 
Approximately 7,500 department 
jobs will be affected by the cutback, he 
added. 
Under the new regulations, 90 per 
cent of all federal funds allocated to 
the state must be spent to provide 
services to current recipients of, or 
applicants for, public assistance. 


Calling at the Tobias Funeral home 
in Dayton last Wednesday evening to 
pay 
their last 
respects to dear 
departed friend Ray Smiley were 
Harry and Emma Puffinbarger, Mrs. 
Della Lemming, Mrs. Gertrude 
Schleich, Bill and Eileen Easterday. 
On Thursday the Easterdays and 
Mrs. Walter Wright attended the 
funeral services held at the Ohmer 
Park United Methodist Church. Much 
to our surprise we found that the senior 
pastor of the church is none other than 
former 
Williamsport 
Methodist 
Church minister Rev. Bill Mcomber. 
FOR NEW HOMES 
. . . REMODELING 
OR SUPPLIES 
SEE ANY OF THE FOLLOWING 
MEMBERS OF THE 
SOUTH CENTRAL OHIO 
HOME BUILDERS ASSN. 


J. B. STOUT CO. — Builder 
WARDELLS CARPETS 
REYNOLDS ALUMINUM — Building Products 
W. A. ADKINSON CONST. — Builder 
J. E. PETERS — Pointing 
BASIC CONSTRUCTION — Masonry Materials 
STURM AND DILLARD — Block. Sand. Gravel 
CHAMBERLAIN CONSTRUCTION — Builder 
CELLAR LUMBER CO. — Building Supplies 
CIRCLEVILLE METAL — Heating 
Cooling 
KERN CARPETING A BLDG. — Builder 
COLUMBIA GAS CO. 
NEFF BROS. ELECTRIC 
CIRCLE HILLS — Builder Developer 
O'DELL 
A CURRY — Masonry Contractor 
LOWE'S— Building Supplies 
COLS. A SO. OHIO ELECTRIC CO. 
EQUITABLE FEDERAL SAVINGS A LOAN 
WRIGHT LUMBER — Building Supplies 
GEO. VAN CAMP CO. — Paving 


474-3914 
474-2865 
983-2571 
474-8387 
474-5057 
474-3169 
474-2134 
474-8501 
474-6052 
474-6016 
474-3888 
474-3188 
474 7160 
474-7581 
474-6268 
474-8801 
474-2112 
474-29 ll 
986-2541 
474-3506 


will retire from active duty and con­ 
tinue as chief of the White House staff, 
a post he has held on an interim basis. 
Former Secretary of Defense Melvin 
H. I*aird was appointed counselor to 
the President for domestic affairs and, 
in that Cabinet-rank post, will in effect 
succeed John D. Ehrlichman who 
resigned April 30 along with the former 
staff chief H. K. Haldeman. 
Ronald L. Ziegler, while remaining 
as press secretary, will be given the 
added title of assistant to the lYesident 
and given a role in White House policy 
making. 
Haig’s retirement from the Army 
will take effect Aug. I, at which tune 
he will be appointed assistant to the 
lYesident. A former deputy to foreign 
policy expert Henry A. Kissinger, Haig 
had been recalled to the Wrhite House 
from his post as Army vice chief of 
staff 
following 
Haldeman’s 
resignation. 


Today’s announcement said Haig 
will be responsible for “coordination 
and supervision of the day-to-day 
operations and responsibilities of the 
White House staff.” 
I^ird, a former U.S. House member 
from Wisconsin, “ will be responsible 
for the over-all formulation and 
coordination of domestic policy,” said 
the White House. He will be given a 
seat on the National Security Council. 
The announcement said Ziegler, 
with the resignation of Herbert G. 
Klein as director of communications, 
will assume responsibility for the 
communications office as well as the 
press office. It said: 
“ As assistant to the President, he 
will be1 involved in policy meetings 
both with the lYesident and other 
senior staff members, and also will 
retain his briefing responsibilities and 
diiily contact with members of the 
press.” 


N O T H K O K x r r o i N I M I V I 
No. 7.3 *514f» 
I- h i m o f M u i Kilt-rib- H. < ntii|»t»**ll 
OfCfKMfd 
Notice- th hereby given that 
Am ii*- K 
C am pbell who*** Tost Office a<l«1re*t* la KHI 
W ilson Avenue, Circleville, Ohio has been 
• lilly apim lntfd Executor of the testate of 
M arguerite S 
Cam pbell late of i'lckaw uy 
County, Ohio, deceased 
Dated thin 30th day of M ay IW S 
(»uy O. Cline, Judge 
Common Pleas Court 
Probate Division 
Pic kaway County. Ohio 
June 7, 14. 21 


Outdoor Mum Plants 
For Fall Flowering 


Now Avoiloble in Poof Pot* 
Ready for Planting 
35 


EACH 


We Still Have An Ample 
Supply of Geraniums and 
Bedding Plants for the 
Late Gardener 
BREHMER 
GREENHOUSES 


SINCE 1887 


We mourn the loss of a good friend, a 
fine fellow, a respected citizen in our 
village and in the Dayton community, 
a loving and kind husband, father, 
grandfather, great-grandfather, son 
and brother. Ray Smiley will long be 
remembered in the hearts and minds 
of all who knew him. To his sister Ruth 
Shipe, his mother, Phoebe Smiley, his 
wife Veda, we offer our deepest 
heartfelt sympathy and condolences. 
Philip 
Ray 
Smiley, 
75, 
1045 
Charlwood, Dayton, passed away May 
28 at his residence. He is survived by 
his widow, the former Veda Redding; 
his mother Mrs. Charles Smiley, 
Williamsport; 
a daughter Martha 
(Mrs. Leonard) Johnson, Dayton; two 
sons, Charles William of Jamestown 
and Kenneth Richard of Orlando, Fla.; 
one sister, Ruth (Mrs. Charles) Shipt1 
of Macon, Ga.; eight grandchildren; 
two great-grandchildren 
He was retired from Wright Pat­ 
terson Air Base where for twenty-six 
years he was foreman in the Sheet 
Metal Maintenance. He was a member 
of Ohmer Park United Methodist 
Church; Alpha laodge No. 729 F&A.M. 
Ancient Accepted Scottish Rite Valley 
of Dayton. Services were held May 31 
with interment at Glen Haven 
Memorial near Springfield. Memorial 
gifts can be made to Ohmer Park 
United Methodist Memorial Fund. 


Gets up to795miles 
per gallon 
(of water) 


(Model '.bown btl fin*« $1,359 75 ) 
New GE Elec-TrakTractor 
is electric; quiet, no fumes, no engine, 
no oil, no vibrations, no exhaust, no tune-ups, 
no warm ups, no sparkplugs,no condenser, 
no coils, no carburetor, no gasoline, 
no messy maintenance. 


I rec mower it p*i r t it ipating dealers wit Ii 
any Of I lee Frak Tractor during our 
sper ml Spring Introductory Sale. 
From $ 7 9 5 . 


M anlier furors suggested retail price for 
I KM plus tuxes, set up, freight charges 


E L E C T R I C 


It’s a complete outdoor power 


center. Mow up to three acres without 
re charging; batteries warranted 
five years. “ Refuel” by plugging into 
any standard outlet. Mow lawns, blow 
snow, plow fields, do dozens of 
outdoor jobs. We have a complete 
line; come in for a free 
demonstration today! 


if any. 
G E N E R A L 


Our Members Pledge 
Quality Products and Service 
amiL OUTDOOR CENTER 


1211 N. COURT ST. 
474-5710 


Calendar Of Events 


THURSDAY 
Pythian Sisters of Majors Temple 516, 
8 p.m. in K of P lodge hall. 


FOE 685 Auxiliary 8 p.m. 
Home. 
in Aerie 


WSCS of Salem United Methodist 
Church 8 p.m. at the church. 


SUNDAY 
Circleville Garden Club 6:30 p.m. at 
home of Mr. and Mrs. H. O. Caldwell, 
Route 23 North. 


MONDAY 
Indies Auxiliary of Pickaway Twp. 
Fire Department 7:30 p.m. at the 
firehouse. 


TUESDAY 
Circleville Chapter 90 OES 8 p.m. in 
Masonic Temple. 
Pickaway Plains Chapter DAR 12:30 
p.m. at Wardell’s Party Home. 


Roundtown Busy Bees Extension Club 
9:45 a.m. at home of Mrs. Charles 
Walters, 590 Lancaster Pike. 
WEDNESDAY 
Circleville Christian Women’s Club 
11:45 a.m. at Pickaway Arms. 
Pickaway County Women’s Democrat 
Club 6:30 p.m. at Ted Lew isPark. 


USED CARS 
Come On Out.. • 
WE’LL DEAL! 


JOE MOATS 
MOTOR S IL IS OO. 
Route 22 West at 56 
Circleville 


fee/fie 


FRIED CHICKEN 


WEEKEND FEATURE 
FRIDAY 
SATURDAY 
WHITE DAKE 


With White 
Icing 


BREADS — ROLLS — DONUTS 
PIES — BAKES — COOKIES 


LINDSEY 
BAKE SHOP 


127 VV. Main St. 


<***» 
Deluxe 3 Way Action Mechanism for sitting, 
rocking, lounging or full reclining. 


Handsome styling...superior construction... 
the ultimate in comfort. 


Choice of vinyl, vinyl fabric combination 
or decorator fabric. 


M ISS H E L E N A LB R IG H T 


Mr. and Mrs. Dan Albright, 549 Iv 
Franklin 
St., 
announce 
the 
engagement of their daughter, Helen, 
to Fames F. Gillian, son of Mr. and 
Mrs. Frank Gillian, Route 4, Cir­ 
cleville. 
The Bride-elect is employed at the 
Circleville General Electric I-ump 
Plant and her f iance by Owens-Illinois. 
A July wedding is being planned. 


Roundtown Busy Bees 


Schedule Tour 


Roundtown Busy Bees Extension 
Club plans to meet 9:45 a.m. Tuesday 
at the home of Mrs. Charles Walters, 
590 I Lancaster Pike, to go on a tour to 
the Sherman Museum then to lunch at 
Maugers’ Restaurant in Lancaster. 
Those needing transportation are 
asked to call Mrs. Daniel Kited, 474- 
3034. 
474-3296 


MHS. D AVID H O B E R T STEA F A S 


Maloney-Stevens Wedding 


Vows Read In Chillicothe 


MASON' 


121-125 N. COURT ST. 


The marriage of Miss Rebecca Price 
Maloney and Mr. David Robert 
Stevens took place 2:30 p.m. May 19th 
in First Presbyterian Church of (Tiilli- 
cothe. 
The Rev. Benjamin Judd performed 
the double ring ceremony for the 
daughter of Mr. and Mrs. Thomas I). 
Maloney Jr., Chillicothe, and the son of 
Mr. and Mrs. ll ll. Stevens, Williams­ 
port. 
The church was decorated in the 
color scheme of yellow and white, 
featuring daisies. The altar was 
framed by a persimmon tree flanked 
with cluster candelabra adorned with 
daisies and greenery. Large urns of 
daisies, gladiolus and greenery were 
placed on either side of the chancel. 
The aisles were decorated with can­ 
dles and satin Ixiws as were the choir 
rows. 
Mrs. Floyd Simantel, organist and 
Mrs. Don Ellis, vocalist presented a 
program of nuptial selections. 
The bride was given in marriage by 
her father. She wore a floor length 
dress fashioned empire style with 
alencon lace decorating the high waist. 
The lace yoke featured a high neck and 
the lace sleeves ended in bridal [stints 
over her hit rids. Matching lace covered 
her chapel length satin train. Live 
daisies were placed on her bouffant 
veil of illusion held by a satin ttandeau 
and she carried a bouquet of daisies 
and rosebuds. 
Miss Martha Maloney served her 
sister as maid of honor. She was at­ 
tired in a blue floor length empire style 


Helen Albright, 


James Gillian 


To Wed In July 


gown of flocked voile with eyelet em­ 
broidered collar, and cuffs on the long 
sleeves. She carried a bouquet of 
daisies. 
Bridesmaids were Miss Terri Wise, 
Miss Ronda Glass, and sisters of the 
bride, Miss Joyce Stevens and Miss 
Bunny Stevens. They were dressed as 
the honor attendant in pastel colors of 
green, yellow, lavender and pink. They 
carried matching bouquets of daisies. 
Mr. Ix»e Stevens was best man for 
his brother. Ushers were Mr. David 
Schleich, Mr. Marion Ward, Mr. Paul 
Scott, Mr. Bill Gibson and Mr. James 
Maloney III. 
For the reception at Chillicothe 
Country (Hub the table was set with 
candelabra decorated with daisies, 
baby’s breath and greenery. ’Hie five 
tiered cake which served 2(H) guests 
was also decorated with daisies and 
greenery, and topped with the bridal 
couple figures. 
As the couple left for a plane trip to 
Fort lauderdale, Fla., the bride wore 
white slacks with a navy blue seer­ 
sucker jacket and red gingham 
cheeked shirt. The couple resides at 
4451 Sherwood Forest Court, Colum­ 
bus. 
The new Mrs. Stevens is a graduate 
of The Ohio State University School of 
Nursing where she is employed at Uni­ 
versity Hospital. She is a member of 
the National Honor Society of Nurses 
of America. 
Mr. Stevens graduated from Ohio 
Northern University where he was a 
member of Phi Kappa Theta frater­ 
nity. Presently he is employed at Sun 
Finance ( ’n. in ( ’olumbus, 
Honored guests at the wedding 
were: Mrs. J. It. Bright of Williams- 
|x»rt, grandmother of tin* bridegroom; 
Mr. and Mrs. Sam Maloney, Davidson, 
N.C.,and Mr. and Mrs. Ralph Dunean, 
Sweetwater, Term. Other guests 
were from Columbus, Dayton, Mc­ 
Arthur, Zanesville, Medina, Lorain, 
Chillicothe, Williamsport and Circle­ 
ville. 


Society Page 


News Of Interest To Women 


6 
The Circleville Herald, Thursday Ju n e 7, 1973 


Annual Lemaster Reunion 


Held At Ted Lewis Park 


The annual ^m aster Reunion was 
held Sunday at Ted I^ewis Park. 
Eighty family members and seven 
visitors enjoyed the afternoon eating, 
visiting, and playing games. 
Gifts were given to Mrs. I^icy 
I ^master for the eldest lady present, 
Frances Ramey for the eldest man and 
Kevin Ballein for the youngest present. 
A “ Hello” card was signed by all 
present and sent to Mr. and Mrs. Jim 
I ^master, Kelly and Guy of Little 
Rock, Ark. 
Those present were: Mrs. I^jcy 
Lem aster; Mr. and Mrs. Sandy 
Lemaster, Sally, Sharon, Sandy, 
Shirley and Richard; Mr. and Mrs. 
Howard I ie master; Mr. and Mrs. Jack 
Iiemaster and June; Jim ^m aster; 
Harlan Iiemaster and Brent; Mr. and 
Mrs. Frances Ramey; Mr. and Mrs. 
Eugene Hill, Sheldon and Shannon. 
Mr. and Mrs. Wince Hill; Mrs. 
Brenda Spires, Steve and Todd; Mrs. 
Ruby Wise; Mrs. Janet Dixon, Kevin 
and Shauna; Miss Joy Spradlin; Mr. 
and Mrs. Roger Hill, Tracy and 
Matthew; Miss Charlene Steele of 
Circleville. 
Mr. ami Mrs. Jim Iiemaster, Mary, 
Nancy, David, Danny ami Tracy; Mr. 


Old-Fashioned 
Ice Cream Social 
At Hedges Chapel 


The choir of Hedges Chapel United 
Methodist Church will sponsor an old­ 
fashioned Ice Cream Social on Sunday 
with serving from 4-7 p.m. in the1 
church basement. 
There will be homemade ice cream. 
fresh strawberries along with assorted 
sandwiches and cookies. 
I jve entertainment with an old time 
flavor will Im ? presented every half­ 
hour. A country Store with hand­ 
crafted items and homemade food will 
!*• an added attraction. 
Guests are urged to wear clothing in 
keeping 
with the “ Old-Fashioned” 
theme, save gas and hitch up the horse 
and buggy or get out the bicycle built 
for two and take a Sunday afternoon 
ride* up Hedges CTiapel way. 
Proceeds will be used toward the 
purchase of a new organ for the church 
sanctuary. 


Area Women Win 
In Cookie Contest 


and Mrs. Gary Brady, Becky and 
Karen; Mr. and Mrs. Bob Welsh, 
Travis and Trent of Ashville. 
Mr. and Mrs. Bernard Siniff and 
Billy; Mr. and Mrs. Charlie Barker; 
Mr. and Mrs. Charles Barker, Todd 
and Darlene; Mr. and Mrs. Richard 
Barker, and Jimm y; Mr. and Mrs. 
Jerry Barker and family; Pauline Ball 
of Columbus. 
Mr. and Mrs. George Iiemaster, 
(Rattly, Joey, Paula and Stephanie of 
Williamsport; Mr. and Mrs. Victor 
Ballem Jr. and Kevin ot Lancaster; 
Mr. ami Mrs. John Hill; Floyd Hill and 
ITiyllis Manson of Waverly. Chuck 
Julian of Stoutsville; Tim Pittenger of 
Wellston and Mr. and Mrs. Ebb 
Iiemaster, Debbie, and Unda of New 
Orleans, Iia. 
Next year’s reunion is being planned 
for the first Sunday in June at the same 
place. 


Philip's Flock 


Elects Officers 


The spacious lawn at the home of 
Mr. and Mrs. Robert Kennedy, Route 
I, Circleville was the setting for the 
Saturday evening picnic of Philip’s 
Flock of St. Philip’s F^piscopal Church. 
Steaks and chops were grilled and 
the carry-in picnic was complete with 
watermelon as the final course. 
Members and guests present were: 
Mr. and Mrs. Walter Howard, Mr. and 
Mrs. Charles Schieman, Miss Susan 
Marshall, Mr. and Mrs. David Pierce, 
the Rev. and Mrs. David B. Allardyce. 
Mr. and Mrs. James Capper, Mr. 
and Mrs. William Parker, Tim Sines, 
Mr. and Mrs. Robert Tinklepaugh, 
Mrs. Marion Sines, ami Doug and 
Steve Kennedy. 
Special guests were members of the 
Kennedy family: Mr. and Mrs. Peter 
Kennedy of Philadelphia, Pa.; Mr. and 
Mrs. John Nicholson, Glasgow, Scot­ 
land; Mr. and Mrs. Ambrose Smith 
and daughter, Linda, Dayton, Ohio. 
Elected as officers for the coming 
year during a brief business meeting 
conducted by Charles Schieman were: 
Mr. and Mrs. James Capper, presi­ 
dent; Mr. and Mrs. Robert Kennedy, 
vice president and activity chairman; 
Mr. and Mrs. William Parker, seere- 
tary-treasurer. 
The evening was spent in playing 
games and discussing activities for the 
coming year. 


I wo area women have been notified 
that they may serve their cookies with 
pride, they’re the best, according to 
Amstar Corporation from which they 
received plaques and checks for prize 
winning entries in the Sugar Holiday 
Cookie Contest. 
Mrs. Charles Curlett of Jefferson 
Addition, Circleville won her award for 
(liewy (Coconut Puffs and Mrs. John 
Karshner, Route I, I Laurelville for 
Domino Double Daters. 


Christian W om en 


Plan Luncheon 


The June Luncheon of Circleville 
Christian Women’s Club will be held 
Wednesday from 11:45 a.m. until 2 
p.m. at I*ickaway Arms. 
Guest speaker will be Marjorie 
(Jinks) Snyder, a homemaker with a 
story to tell. Sharif’s Fashion will 
present a bridal show and Ruby Miller 
will sing selected bridal songs. 
Baby sitting is provided and mothers 
should bring a sack lunch for each 
child. 
Everyone is invited and asked to 
make reservations with Pat Wellman, 
474-2992 or Donna Keller, 983-2858. 


BERKLINE 
RECLINERS 
STARTING AT 
s8995 


Two Pieces of Chicken 
Mashed Potatoes and Gravy 
Cole Slaw & One Biscuit 
Regular $1.19 


l 7/ ft0 (/S 
FRIED CHICKEN 


483 E. M AIN ST. 
“A DELICIOUS DIVISION OF VAN-0RR FOODS” 


Berkline 


M 0» Pf lf O U M UC/ nt 
★ 
• Good HousekeepingFATHER’S DAY 
SUNDAY JUNE 17th 


THE INNOA1DRS 


BANK AMERIO ARD 
MASTER CHARGE 


LUNCHEON 
SPECIAL 


MON.-FRI. 10:30 A .M .— 1:30 P.M. 
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SNAKE KILLER—PFC Cadet Michael Payne, 15, killed this 
diamond back rattler with a hunting knife during a week’s 
special training with the Fifth Special Forces. Payne is a loth 
year cadet at Augusta Military Academy in Virginia and has 
achieved third highest rank in ROTC, second as rifleman and 
is on the honor roll. He is a native of Circleville, the son of Mr. 
and Mrs. Phillip Payne of Chillicothe and the grandson of Mr. 
and Mrs. Lewis Cook, Ridgewood Drive, and Mrs. Lester 
Lingo, Wood Lane. 


a^ Taxpayers Ask IRS 


This column of questions and an­ 
swers on federal tax matters is 
provided by the local office of the U. S. 
Internal Revenue Service and is 


NOTICE o r APPOINTMENT 
No. 78-25280 
Estate of Nancy Mtrou* 
AKA Nannie Stroll*. Deceased 
Notice I* hereby given that Paul Strous 
whose Post Office address is Adelphi. Ohio 
has been duly appointed Administrator of the 
Estate of Nancy Strous a k a Nannie Strous 
late of Pickaway County, Ohio, deceased 
Dated this 29tn day of May 1973 
Guy G. Cline, Judge 
Common Pleas Court 
Probate Division 
Pickaway County, Ohio 
June 7. 14, 21 


NOTICE OF APPOINTMENT 
No. 73 25271 
Estate of Artie (trace Moore 
Deceased 
Notice is hereby given that John H Moore 
whose Post Office address is R R, No. I 
Circleville, Ohio 43113 has been duly ap- 
Btinted Executor of the Estate of Artie 
race Moore late of Pickaway County, Ohio, 
deceased. 
Dated this 22nd day of May 1973. 
Guy G. Cline, Judge 
Common Pleas Court 
Probate Division 
Pickaway County, Ohio 
June 7, 14, 21 


NOTICE or APPOINTMENT 
No. 73 25281 
Estate of Stella Troehler 
Deceased 
Notice Is hereby given that Oscar A 
Troehler whose Post Office address is Route 
I. Circleville, Ohio has been duly appointed 
Administrator 
of 
the 
Estate 
or 
Stella 
Troehler late of Pickaway County, Ohio, 
deceased 
Dated this 29th day of May 1973. 
Guy G. Cline, Judge 
Common Pleas Court 
Probate Division 
Pickaway County, Ohio 
June 7, 14. 21 


NOTICE or APPOINTMENT 
No. 7 3 25272 
Estate of Raymond E. Arledge 
Deceased 
Notice is hereby given that Kathryn 
‘ 
* * 
I is 
Arledge whose Post Office address fs 402 
Cedar Heights Road. Circleville, Ohio 43113 
has been duly appointed Executrix of the 
Estate of Raymond E 
Arledge late of 
Pickaway County, Ohio, deceased 
Dated this 24th day of May 1973 
Guy G. Cline, Judge 
Common Pleas Court 
Probate Division 
Pickaway County. Ohio 
June 7, 14. 21 


NOTICE o r APPOINTMENT 
NO. 78-25190 
Estate of Edward C. Woodward. 
Deceased 
Notice is hereby given that G erald G 
Woodward whose Post Office address is 238 
Nicholas Dr Circleville, Ohio has been duly 
appointed Executor of the E state of Edward 
CT Woodward late of Pickaw ay County, Ohio, 
deceased 
Dated this 15th day of May 1973 
Guy G. Cline, Judge 
Common Pleas Court 
Probate Division 
Pickaw ay County, Ohio 
May 24. 31, June 7 


published as a public service to tax­ 
payers. The column answers questions 
most frequently asked by taxpayers. 
(Q.) I just purchased a new car for 
my personal use. Are there any tax 
deductions I can take on my 1973 
return as a result of this purchase? 


(A.) Yes. If you itemize, one big 
deduction is the sales tax on the car. 
This deduction is especially ad­ 
vantageous because unlike the case 
with most purchases, you can add the 
actual sales tax of the car to the 
amount shown in the sales tax tables. 
In addition, if you borrowed money or 
financed the purchase of the car, you 
may deduct the interest you pay. The 
other charges you may pay in con­ 
nection with the purchase of a car, for 
example, tag fees, etc., are not 
deductible. 


Use of your car may also give rise to 
a 
large number 
of income 
tax 
deductions. Some of these include 
deductions for: gasoline tax; travel 
expenses for a trip to a doctor, dentist, 
hospital, etc., or in connection with a 
charitable contribution or to take your 
child to nursery school, if your wife 
works and you otherwise qualify for a 
child care deduction; and expenses 
arising from the business use of your 
car. 
(Q.) My son turned 20 this year. Does 
this mean that I can no longer claim 
him as a dependent? 
(A.) In general, if the person you 
seek to claim as a dependent made less 
than $750 in 1973 and you furnished 
over half the person’s support, you 
may claim him as a dependent, 
regardless of age. However, the 
dependent’s age is an 
important 
factor, if your son has $750 or more in 
income. In this case, if he is 19 or over 
and not a full-time student, you may 
not claim him as a dependent. 
IQ.) Can I have tax withheld on my 
pension? 
(A.) Yes. You may elect to have 
income tax withheld from the taxable 
portion of pensions and annuities paid 
over a period of more than one year by 
filling out a Form W-4P and submitting 
it to the payer. 
The amount to be withheld must be 
at least $5 per month and the net an­ 
nuity payment received may not be 
less than $10. Forms 
W-4P are 
available at IRS offices. 


CAPRI... 
HAS IT ALL! 


STYLE — ENDURANCE — ECONOMY 
AND AT A PRICE YOU CAN AFFORD 


Stop In and See for 
Yourself Why Capri Is 
A Leader in Sales. 


DON 
THOMPSON 


LINCOLN-MERCURY 


1350 N. C ourt St. 
474-2166 


GE, Union 
Reach Accord 


NEW YORK (AP) — Atentative 
agreement on new contracts covering 
110,000 workers in more than IOO 
General Electric plants throughout the 
nation was reached Wednesday night, 
the company’s chief negotiator an­ 
nounced. 
The agreements were reached in 
separate night meetings with the A FU­ 
CK) International Union of Electrical 
Workers and the independent United 
Electrical Workers. 
John 
R. 
Baldwin, 
GE 
chief 
negotiator and manager of union 
relations, said the settlements com­ 
pare favorably with other recent 
major contract agreements, but keep 
GE competitive. 
The terms were not disclosed, 
however. 
They 
are 
subject 
to 
ratification votes of the union mem­ 
bers. 
While details of the 
new GE 
agreements were withheld, it was 
expected that wage provisions would 
equal or exceed an initial management 
offer that called for a boost of 86 cents 
an hour plus cost-of-living adjustments 
to current hourly pay of about $4. 
Set Trial Date 
For Motorist 
A June 22 trial date has been set for a 
Chillicothe man charged with drunken 
driving and hit-skip, causing the death 
of a five-year-old girl Saturday on the 
Charleston Pike in Ross County. 
Jemes E. Graves, pleaded innocent 
to both charges at a preliminary 
hearing in the Chillicothe municipal 
court. Judge William E. Sammons set 
the trial for June 22 at 10:30 a m. 
Dead as a result of the acc ident is 
Carmen I senora Horsley, 5, of Route 6, 
Chillicothe. She was reportedly 
standing on the road when Graves’ 
auto struck her. 


Municipal 
Court News 


Phiip E. Cole, 39, Ylroveport, 60 
miles per hour in a 50 zone, $19. 


Terry F. lam bert, 18. Route I, 
Orient, 65 miles per hour in a 50 zone, 
$24. 
leu L. Tolliver, 22, 124 Town St., 
stop sign violation, $24. 
Robert E. Gorton, Ashville, 80 miles 
per hour in a 60 zone. $29. 


IXdinis A. Wood, 19, 73 Bolens Ave., 
45 miles per hour in a 35 zone, $19. 
Sylvia Adams Hoskins, 38, 124 Park­ 
view Ave., expired operator's license, 
$25 and costs, fine suspended. 
Hobart Wiseman, 42, Route I, 
Orient, 74 miles per hour in a 60 zone, 
$15 and costs. 
Myron C. Seymour, 18, Route I, 
W illiamsport, driving 
while in­ 
toxicated, 
reduced 
to 
reckless 
operation, $50 and costs. 


Farmers Need Dry Weather 


CLEVELAND, Ohio (AP) — Two 
weeks of hot, sunny weather may be 
needed to dry out fields and to save 
areas of rural Ohio from becoming a 
disaster area, agricultural officials 
report. 
According to the state Agriculture 
IX'partment, only 70 per cent of Ohio’s 
corn crop has been planted and up to 50 
IHT cent of the state’s winter wheat is 
still in fields awaiting harvest. 
“We have isolated areas in 85 
counties that have nothing planted,’’ 
said Harle Hicks, director of the U.S. 
Agricultural Stabilization and Con­ 
servation Service in Ohio. 
In some counties, soggy ground has 
kept the planted field percentage as 
low as two per cent, he said. 
“And we are running into no feed 
available for livestock herds,’’ he 
added. 


State 
Agriculture 
Department 
Director Gene Abercrombie predicted 
last week that if the heavy rains which 
plagued Ohio during May did not taper 
off, the state would head for its worst 
farming season in decades. 
late planting reduces the yield per 
acre at harvest, and increases the 
danger of damage from early fall 
frosts. 
Fair weather has been predicted 
through the rest of the week, but 
farmers note that a few days of sun­ 
shine will not solve the problem. 


Church P lan s V B S 


The Calvary United Methodist 
Church will hold its Vacation Bible 
School June 11-15 from 9 a.m. to 11:30 
a.m. The School is open to children 
ages 4 through 13. 


NOTH E D E % ^ P O IN T M E N ! 
No. 73-25227 
A state of Sinton Sk»iiK> 
lie r fa w 'd 
Notice Is hereby Kiven that J 
Rn 
Notice is nereoy given m at J 
Russell 
Skaggs whose Post Office address is I .‘WI 
Dunmore Rd . Circleville. Ohio has been 
duly appointed Executoi of the I 
tate of 
Susan Skaggs late of Pickaw ay County, < ihio. 
deceased 
D ated this 22nd day of May 1973 
Guy O. Cline, Judge 
Common P leas Court 
Probate Division 
Pickaw ay County, Ohio 
June 7, 14, 21 


SUNSET 
SPECIALS 


Set of 4 
t 2 '24” 


G u a r a n te e d for 12,000 M ile * 


or I 2 M o n t h *! 


M A K E Y O U R C A R SA F E 
a n d Im p ro ve the Ride. 
CLIFTON 
AUTO PARTS, INC. 


116 E H ig h St. 
Circleville 
29 l o n g St. 
A sh ville 


" Y o u r N A P A Jobber 
i* o g o o d m an to k n o w 


Shop Thursday 
7 P.M. til IO P.M. 


DROP YOUR 
COUPON 
OFF AT PENNEY S 
AND SHOP 
AWHILE 


Shop 
Catalog 
474-7577 


jUL 


Special 2° $5 


Collector s buy M isses cotton terry ,h< 
tank tops in fashion match solids and .'r ; 
Small. Medium I arge 
Special 2 ° $7 


73 jean scene Take ? 4 or more Navy d< 
white twill or stimy sateen in pood we qt ! 


COtton F lares or classics for jut tors or n 
JCPenney 
We know what you’re looking for. 


s h a e f fs 


Sr 


3-H0UR 
SUNSET 
SALE 
THURSDAY 
I P.M. til IO P.M. 


DROP YOUR COUPON 


OFF AT 
SHARFF’S FASHION 


Y O U M A Y W IN A 
SWIM S U IT CHOICE 


VAIUE UP TO $ 35 OO 


Dresses, Knits 
Pant Dresses 
Vs To Va O ff 
Coats and All- 
W eather Coats 
Va O ff 


Famous Fitting 
Panty Hose 


Reg. 1.00 
NOW ONLY 


WEEKEND ONLY 


Zio Double Knit Polyester 
WHITE SLACKS 


Flares and Cuffs 


Reg. 16.00 
N O W ONLY 
12.88 


EXCELLENT SELECTION 
SUMMER JEWELRY 


REGULAR 2.00 
YOUR CHOICE 
48 
each 


USE YOUR SHARFF'S CHARGE 


BANK AMERIO ARD 
MASTER CHARGE 
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Tax Refund Under S I ? Forget It! 


FIR ST R KS I DK NT—Jesse Gaines, 79, is the first resident to 
arrive at the new Circleville Manor Rest Home. The home 
located at 260 Circleville-Tarlton Road, started receiving 
patients Tuesday, and have present facilities for 50 patients. 
Pictured with Mr Gaines is Mrs. Mary E. Stevens, RN, 
Director of nursing services at the home. 


COLUMBUS, Ohio (A P) — If you 
received a state income tax refund for 
a few pennies this year, it could be 
your last. 
The Ohio Department of Taxation 
wants the right to stop mailing refund 
checks that come to less than a $1. 
likewise, the agency wants to be able 


N O T IC E O F A P P O IN T M E N T 


No. 7S-2.12 77 


Fe ta l* of E m sui uH W. Brow n 


Do cooped 


Notice ie hereby (riven that R ichard L. 
Gerhardt whose Poet Office address is 113 
South Court St. C ircleville. Ohio 43113 has 
been duly appointed Adm inistrator of the 
Estate of 
Em an u el 
W 
Brow n 
late 
of 
Pickaw ay County. Ohio, deceased. 
Dated this 25th day of M ay 1973. 
Guy G Cline. Judge 
Common Pleas Court 
Probate Division 
P ick a w ay County, Ohio 
June 7, 14. 21 


C O M M O N P L E A S C O !'R T , 


P R O B A T E D IV IS IO N 


All Interested parties are hereby notified 
that the following Guardian has flied his 
af count In the Common Pleas Court. Probate 
Division, P ick a w ay County, Ohio: 
No 22782 Virginia D W alters, G uardian of 
the person and estate of Bertha E . Gephart, 
Fourth P a rtia l Account. 
And that said accounts w ill be for hearing 
and settlement before the Court on Monday, 
Ju ly 2, 1973 at 9 o'clock A M Excetlons to 
said accounts lf any, must be filed on or 
before Ju n e 25, 1973. 
Witness m y hand and the seal of said 
Common Pleas Court, Probate 
Division, 
Picka w ay County, Ohio on this the 29th. day 
of M ay, 1973 
Guy G . n in e , Judge 
Common Pleas Court 
Probate Division 
M ay 31. Jun e 7, 14. 21 


L a u re lv ille N e w s 
By MRS. HUGH PO LING 
332-5501 


tpp roach es. 
ridge No IS 


Mr. and Mrs. John Reid of near 
Tarlton are parents of an adopted 
daughter. Paternal grandparents are 
Mr and Mrs. George Reid. 


Mrs. Dwight Huggins is visiting her 
sister and family of Seneny, Mich., Mr. 
and Mrs. Glen McCarg. 


Mr, and Mrs. Clayton Swackham- 
rner and daughter, of Somerset, were 
Friday afternoon visitors of Mrs 
Swackhammer’s 
mother, 
Mrs. 
Elizabeth Edwards. 


Mr. and Mrs. Larry Bell (linda 
Radabaugh) of Circleville, are parents 
of a daughter born May 30. Grand­ 
parents are Mr. and Mrs. Frank Bell 
and Mrs. Alma Radabaugh of Ijiurel- 
ville. 


I. J. Kohler is recuperating at his 
home after being a hospital patient for 
a week. 


Sunday supper guests of Mr. and 
Mrs. C. R. Chilcote were Mr. and Mrs. 
Don (Tiilcote and sons. Nick and David 
of Columbus and Mr. and Mrs Wayne 
Bowers of near Amanda. 


Mr. and Mrs. Lowell Karshner of 
Rockbridge spent Sunday with her 
mother Elizabeth Edwards. 


Mr. and Mrs. John Downs of Circle­ 
ville were Sunday guests of Mr. and 
Mrs. Hugh Poling. 


Mrs. Robert Briley has returned to 
her home after being a hospital 
patient. 


Mr. and Mrs. Earl Dc Long enter­ 
tained with a farewell supper in honor 
of Mrs. Josephine D*ist and Miss 
Kathaline Smith on Sunday evening. 
Those attending the supper were 
Mrs. Dorothy Haynes, Mrs. (Henna 
McNicholas and Ronnie, Mr. and Mrs. 
Joe Smith, Rev. William Beougher and 
Carla, Mr. and Mrs. Roy Fee and 
sons, Mr. and Mrs. Wayne Harmon, 


Mr. and Mrs. Rudolph Ebert, Mr. and 
Mrs. Dwight Smith, Mr. and Mrs. Phil­ 
lip Fredrick, Mr. and Mrs. Ed Hall of 
Columbus, Miss Vira Davis, Mrs. 
Addie lindsey, Guy Karshner, Mrs. 
Albert Beglin, Mrs. Goldie Hoy and 
children, Miss Ruth Karshner of 
Columbus, Mr. Jim Roddy of Chester­ 
ville and the honored guests. A lovely 
supper was enjoyed by all. 


Mr. and Mrs. Dick Karr, Mr. and 
Mrs. John Karr, Mrs. Lois Swepston 
and Iwesley, Rick Jenkins of Grand 
Forks, N.D., attended the commence­ 
ment services at Grandview High 
School in Columbus Sunday evening of 
which Miss Kathy Anne Rooney, the 
granddaughter of Mr. and Mrs. Dick 
Karr was a graduate. Kathy’s parents, 
Mr. and Mrs. Jerry Rooney, honored 
her with a lovely supper following the 
commencement. 


within ten day* from the date of the a w a r­ 
ding said contract to him 
nhe contractor shall empl 
perform ing this work In so 
local labor In 


reserve the right to reject any or all bids. 


ar as possible 
0 
rignt to reject any a 
This Notice to Contractors Is In com pliance 
with Section 307 37 K C of Ohio 
'Die Contractor shall be required to pay 
m echanics and laborers the prevailing rate 
of wages as required in Section 4115 OB Ohio 
R C 
B y order of the Board of County Com- 
"" rkaw ay County, Ohio 
tans are 116.00 per set and Is 
mlssloners, Picka w ay County, Ohio 
Cost of the^p" 
not returnable 
Dick Tootle 
W ayne Hines 
Robert I. I.iston 
Geneva K. Brink, Clerk 
Board of County 
Com missioners 
June 7, 14 
KEEP 
COOL 


WITH OUR BETTER 
PORTABLE FAN 


* 1 5 ” 


Rag 
$19.99 


Two for $29.95 


— W hisper Quiet 
— Safety Grill 
— 3 Speed 
— Rubber Feet 
— I Year Guarantee 
— Baked Enamel 
— Eight Foot 
Cord 
WESTERN AUTO STORE 


124 W. M A IN ST. 
474-3275 


(lis p e r ! 
l i l t ' , B4 Whit I i n H n y • Norwalk, Out! 44HS7 • Alan (.ml* I a11*1) MBB 4171 


A D EALERSHIP 


OPPORTUNITY 


BIO AS 


ALL OUTDOORS 


Se e the Head-Turning 
lYi-Seert 


Alswert 
k?0.* 


IWi»efer? 


AMI MICA IS DISCOV1 HING M OTORIZE D OUTDOOR R EC REA TIO N 


A welcome relief from todsy t 
pressure nod Allport'* family 
fun vehicles it the now key to 
thit vista 


At an Allport vendor, you tell and 
service pi oven product! inch at 
Tri Sport, the 3 Wheeler Sensation 
and/or Steen, the Champion Mini 
Motocroii Motorcycle Built in 
Ohio and told direct to the dealer 


What doe* it take to he an Allport 
vendor ? A capital investment, of 
course, but the molt important 
thing it YOU 


You must be a good businessman 
and know how to promota and 
have acreage on which to effec 
lively demonstrate the salient 
qualities of these vehicles 


When you eiqoy meeting people, 
telling them on outdoor family 
recreation with Allport Family 
Fun vehicles and providing the 
relatively simple service needs, 
you could (h i the ONE w e need 
in your area. 


IN T ER EST ED ?. Rrght now 
is the ideal time to check ut out. 


Call or write to: 
Jerry Keathley 
Allport, Inc. 
84 Whittlesey Ave 
Norwalk. Ohio 44857 


Phone 419/668 4171 
What we promise: 
We deliver. 


to tell Ohioans to keep their income tax 
payments if they are lower than a $1. 
Department 
spokesman 
Stan 
Spaulding said the amounts would be 
either credited to the taxpayer or the 
state, and be used toward next year’s 
income tax return. 
By doing this, he said, the income 
tax division could reduce paperwork 
and mailing. 
“ Under the present state income tax 
law, we’re obligated to refund any 
amount,” he said. “ We had some 
penny refunds and these were the ones 
people wanted.” 
Spaulding said, “ If we can get a bill 
introduced, we will do the same as the 
federal government. If the liability is 
$1 or less, the state will not have to 
make refunds and the citizen will not 
have to pay the state. The amounts 
would be credited to the next tax 
year.” 
He said department officials are 
examining the possibility of having 
enabling legislation offered in the Ohio 
Senate this session. If approved this 
year, it could be in force when 


Ohioans file their 1973 returns before 
April 15, 1974. 
Spaulding said the power to forego 
the refunds of $1 or less was inad­ 
vertently left out of the income tax law 
when it was passed in December, 1971. 
“ It’s one area we would like to 
straighten out,” he said. 
The spokesman said. “The biggest 
complaints we’ve received this year 
are that people haven’t gotten their 
refund checks. The refunds are made 
within 60-90 days after filing, about the 


same as the federal income tax.” 
However, Spaulding said, some 
Ohioans have not received their 
checks, even though the refunds were 
mailed. He did not know the reason for 
the problem. 
“ We have to trace those returns 
down and ask the taxpayers to file a 
second return to get the refund,” he 
said. 
It has not been determined how 
many persons will have to file the 
second form. 
WE SERVICE 
MAGNAVOX, ZENITH, GE 
BCA AND SYLVANIA 
ALKIRE’S TV 


Authorized 
Mognovox Doctor 


158 W. Main St. 
474-8927 


N O T IC E TO DON T R A IT O R S 
Sealed proposals for Contract No 870 w ill 
be received at the office Of the Picka w ay 
County Commliwlonera, located In the C ity of 
C ircleville, Ohio, until 12 OO Noon E D A T . 
on 
Monday 
Ju n e 
26th, 
1973, 
and 
there 
publicly opened and 
read for 
the 
con 
etructfon of the 
ro a d w a y a| 
structure and subetrurture for Brlv.B^ 
on Road No 8. on D ry Run Including channel 
Im provem ent and being located In W alnut 
Township, P ick a w a y County, Ohio. 
The successful bidder snail furnish all 
lab o r 
and 
m a te ria ls 
and 
eq u ip m en t 
necessary to complete the work 
A ll work 
done and all m aterial furnished shall comply 
with applicable sections of the Constructions 
and M aterials Sfjeclflcatlons, State of Ohio, 
Iiepartm ent 
of 
H ighways 
In 
effect 
on 
Ja n u a ry 1st. 1973. ann subject to the approval 
of the County Engineer 
Plans and specifications are on file In the 
Office of the County Com m issioner's and the 
County Engineer 
Proposals are to be submitted on standard 
proposal forms obtained from the office of 
the County Engineer. 
All parties binding shall deposit with their 
proposal cash, hid bond or certified check on 
■OIIM s o lv e n t Bank lr. the amount of 5 per 
cent (five per cent pf their bld m ade payable 
to said County The Five per cent <5 per cent) 
Is to be used as liquidated dam ages In the 
event that the successful bidder fails or 
refuses to enter Into a written contract and 
furnish an acceptable perform ance bond 


ding said contract to him 


■ p to y jo c ll 
■ I H 
H 
p o i l 
The 
Board 
of 
County 
Com m issioners 


Great 
buys on 
Black a Decker 


THURSDAY 


THRU 


SATURDAY 


TM 


for DAD! 


BUCKEYE 
m n RT 


Drill Bit 
Sharpener 


Accepts '* 


2-Speed 
Jig Saw Kit 


With I 7-HP saw 
4 blades more 


7V4-ln. Portable Elec. Saw 
• Full 1-horsepower motor is burnout protected 
• Cuts 2 
inches at 90 
17* inches at 45 


Deluxe 18" Rotary Mower 
• Instant starting and stopping. 
• Catting halght adjusts 3VV' to 3' 
IM W , #1010 


SETS 


I 
. 


CD 


15-Pc. Vs-ln. Drive 


e 11 sockets 3 16 to 7 16 in 


e Ralchel flex 6" extension 


SAVE 
3 1 % 
Reg S12 97 
$ 3 8 8 


16-Pc. %-ln. Drive 


• 7 sockets 'n to * inches 
e Speeder ratchet flex more 


SAVE 
22% 
Reg S24.37$1888 


18-Pc. V2-ln. Drive 


• 11 sockets 7 16 to 1 
• Ratchet 2 extensions, more • <-«*» 


SAVE 
14% 
Reg S33 47 
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Curious Lock Of Curiosity Noted In Watergate Case 


The Circleville Herald, Thursday June 7, 1973 


WASHINGTON (A P) - The stain of 
Watergate has left many a man in 
various shades of embarrassment, 
shock or outrage, but few, it seems, got 
curious. 
Time and again, witnesses have 
acknowledged their access to in­ 
formation of innermost intrigue—only 
to claim they didn’t sneak a peek or 
ask any questions. 
And that lack of curiosity is getting 
curiouser and curiouser. 
The hotseat of the nationally 


televised Senate hearings was to be 
occupied today, for example, by Hugh 
W. 
Sloan, former 
treasurer 
of 
President Nixon’s re-election cam­ 
paign. Sloan has admitted paying 
$199,000 to convicted conspirator G. 
Gordon Liddy without ever asking 
what the money was for. 
Then there is the case of Sally 
Harmony, the secretary who worked 
for 
Liddy 
at 
the 
campaign 
headquarters. According to her 
testimony Tuesday, she kept her nose 


not only out of her boss’ business, but 
somewhat out of her own as well. 
It didn’t bother her, she said, that 
Uddy had told her some of the work 
was clandestine, because “ clandestine 
does not mean illegal... and I can keep 
a secret.” 
Yet, by her account, she didn’t 
bother to absorb many secrets for the 
keeping—even though she personally 
typed transcriptions of phone taps and 
other intelligence memoranda which 
went out under code-named headings. 


And answers like hers, while 
emanating from different voices, are 
becoming an echo. There was Robert 
Odle, the campaign office manager 
who says he took the purported 
“ Gemstone” espionage file home for a 
weekend—but never opened it. There 
was Gerald Alch, the attorney who 
relayed a message to client James 
McCord to expect a phone call “ from a 
friend,” but never inquired as to who 
would make the call. 
SUNNY SUMMER SPECIALS! 


Anne's Husband-To-Be 


LONDON (A P) - L t. Mark Phillips, 
engaged to Princess Anne, is being 
invited to appear at court. But not the 
royal one. 
He will be summoned to go before a 
court of law for an alleged traffic of­ 
fense, police said Tuesday. 
They said the 24-year-old lieutenant 
will be prosecuted before a Salisbury 
County court on a later date. They said 
the alleged offense involved a traffic 
accident on April 7, a week before 


TM 


Faces Traffic Charge 


Phillips was secretly engaged to the 22- 
year-old daughter of Queen Elizabeth 
II. 


A camel’s hump is mostly fat. Bands 
of strong tissue hold pads of fat 
together, forming the hump above the 
backbone, the World Book En­ 
cyclopedia explains. The hump of a 
healthy camel may weigh more than 80 
pounds. 


BUCKEYE 
m nRT 


GIFTS TO MAKE DAD GLAD ON JUNE 17th 


n 
\ 


IP* 


SAVE *13.02 
POLYESTER DOUBLEKNIT 
SPORT COATS 


• Latest styles stay 
fresh, wrinkle-free 
• Smart fashion solids 
and patterns 
• Men's sizes 36-44 


$ i 


REG. $39.90 


BUY BOTH 
SAVE $4.18 
MATTE JERSEY 
SHIRTS & 
DOUBLEKNIT 
SLACKS 


$! 


EACH 
REG. $8.97 


SHIRTS 
• 65% nylon, 35% acetate 
• Machine wash, no iron 
• Bold prints in S-M-L 
IOO 6 ?4 3 4 


SLACKS 
• No-iron polyester 
• Solids and patterns 
• Flare leg styles 
• Men s sizes 28-38 


SAVE *1.09 
MEN S SPORT & 
DRESS SHIRTS 


REG $4 97 


• Perma-press knits 
• Polyester cotton 
• Short sleeve styles 
• Sizes 14' ?-17 and 
sizes S-M L 


BIG SMIfH 
Charge It 
SAVE 50% 


GIFT TIES 
$ |48 _ S|98 


REG. $2.97 - $3 97 
From regular stock1 


FAMOUS BRANDS 
MEN S LEATHER 
BELTS 


$ 2*7 


Great values' 30-42“ 


SAVE— 33% 
2*3 


H 7-12 GIRLS’ SHORTS SETS 
Cool crop tops, elastic top shorts 


J. 7-14 GIRLS' TANK TOPS 
Cool and carefree summer toppers 


K. 7-14 GIRLS' SHORTS 
No iron cotton and poly blend shorts 


G. 7-14 GIRLS SLEEP ’N PLAY £ 4 | 


? pc poly Clerids cotton blends 
P 
md acrylic knits 


SAVE 11% 


HALTER BODYSUIT 


REG. JO 
$2 27 


• Stretchy rib nylon 
• Machine wash / 14 


*1.39 SIZE 


LISTERINE 
,4 4ge 
oz 
w 
LIMIT 2 


Fam ous antiseptic 


I J H 
ALBERTO 
BALSAM 


'I 
n n iw A iir 


*1.29 SIZE 


ANTIPERSPIRANT 
. 
59C 


° * 
l ImT T j 


Alberto Balsam brand 


99* SIZE 


HAIR SPRAY 
13 33c 
OZ. 
LIMIT 2 


Just W onderful brand 
f>92 27724 •> 


*1.50 SIZE 


SUPER BALSAM 
69' 
LIMIT I 


Miss Breck rinse 
v t u 


SAVE 25% 


200-ct. KLEENEX 
23' 


• Soft facial tissues 
• W hite or pastels 
6 9 / ,18001 


LET THE 
SUNSHINE 
IN! 


SAVE 75c 


GIRLS’ CRINKLE SANDALS 
• Fashion heel and cushion insole 
• Red. white and blue Sizes 9-3 


REG $1 97 
$122 


SAVE *1.09 


WOMEN S LEATHER SANDALS 
• Brown leather with brass trim 
• Hi-back styling Sizes 5-10 


REG $5.97 
$A88 


SAVE *1.06 
REG S3 97 


WOMEN S ITALIAN SANDALS 
$091 
• Metal rivets on brown leather 
• Stylish scalloped insole 5-10 
D 4 B - / 3 


DAILY 10-10, SUNDAY 10-6 
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The Circleville Herald, Thursday June 7, 1973 
Five Points News 
Reality Returns To Lives Of Ex-POWs 


By MHS. F R A N C IS F U R N IS S 


Mr. and Mrs. Francis Furmss and 
Miss I^aura Long were hosts to the 
members of the Five Points United 
Methodist Social Hour Club when they 
met Thursday evening for their May 
meeting. A lovely covered dish dinner 
preceded the meeting. 
Mrs. Kenneth Redman, president, 
opened the meeting with a reading for 
the day from the Upper Room. Mrs 
Herman Porter read scripture from 
Romans 6:16-23, followed by medita­ 
tions and prayer. Roll call was an­ 
swered by 14 members and the secre­ 
tary, Mrs. Francis Furniss, read the 
minutes of the last meeting. 
Mrs. Clarence Finch, treasurer, 
gave the financial report and Mrs. 
Furniss paid birthday dues. A “ Thank 
You” note was read from Geraldine 
McCafferty. 
Plans were discussed concerning 
visiting a convalescent home. I^aura 
I»ng conducted a Bible Quiz which 
proved very interesting and educa­ 
tional and Mrs. Porter read a Prayer 
for Protection. The meeting closed 
with all praying the lord’s Prayer and 
a nice social evening was enjoyed Mr 
and Mrs. Arthur Winfough will be 
hosts for the next meeting June 28. 


Mr. and Mrs. Francis Furniss were 
Tuesday evening guests of Mr and 
Mrs. Carl Cathel and Mrs. Bessie 
Hinton in Darbyville. 


afternoon at the beach. 


Mr and Mrs. Austin Fuller and fam­ 
ily were Sunday guests of her mother, 
Mrs. Walter Patch of Jeffersonville. 


Miss Karen Streitenberger was the 
Saturday overnight guest of Kelly 
Kern 


Mrs. Ned I/mg visited with Miss 
Kunice Dennis Sunday afternoon. 


Mr. and Mrs. Richard Everman Tish 
and Ted and Kelly and Keith Kern and 
Karen Streitenberger spent Sunday 


COMMOS PLEAS CXM'RT, 
I'KOR ATK DIVISION NOTICE 
All lnt#*r**st«*d p a rtie s ar#* h ereb y no tified 
that th** fo llow ing E x e c u to r*. A ilm ln ls tra to r* 
and G u a rd ia n s nave filed th e ir accou nts In 
the C om m o n Id e a * C o u rt. P ro b a te I Avision 
Pickaw ay County, Ohio 
mm 
I ■ B etty .I 
the Estate of I tov 
ay < 
No 24(144 H etty la n e C riw s. E x e c u trix of 
Toy 
I. 
S te w a rt, deceased 
Kind, F in a l and D is trib u tiv e A ccount 
No 247X9 F e r r ie d K ing. E x e c u trix o f the 
cidate of Id a M 
C oo ley, deceased 
F irs t, 
F in a l and D is trib u tiv e Account 
No 249A9 S tella T 
M yers, A d m in is tra trix 
of the estate of I H o rn e r'S p a n g le r, deceased 
t ii t and F in a l Ar count. 
No 21 <170 F lo re n c e (J G illia n , O u a rd la n of 
the |iersort and of the estate of Ju d ith Ann 
J u lia n , an In co m p e ten t person F irs t P a rtia l 
Ai i ount 
Anil th at said accounts w ill be fo r h e a rin g 
and se ttle m en t before the ( b u r t on M o n d ay. 
July 9. 1973 at 9 o 'c lo ck A M 
exceptions to 
said accounts, lf an y, m ust be file d on or 
before J u ly 3, 1973 
W itness m y hand and the seal of said 
C o m m o n 
P leas C o u rt, 
P ro b ate 
D ivis io n . 
P ic k a w a y C o u n ty. O h io on this the M b day o f 
June, 1973 
G u y G . C lin e , Judge 
C o m m o n P leas C ou rt 
P ro b a te D ivision 
June 7. 14. 21, 2* 


COMMON Pl .KAS 4 'OI IU 
PROBATE DIVISION NOTICE 
All In terested p a rtie s a re herb y n o tified 
th at the fo llo w in g E xec u to rs and G u a rd ia n s 
have filed th e ir Ai counts In the C o m m o n 
Pleas C ourt 
P ro b a te 
D ivis io n , 
P ic k a w a y 
C ounty, o h io 
No 
24X59 K it h a rd W 
P enn. E x e c u to r of 
the es tate of N e lle R ob erts H itle r, deceased 
F irs t, fin a l K d is trib u tiv e Account 
No 24274 Ja co b J F o llro d , G u a rd ia n of the 
|M>rxon and estate of Scatla F o llro d . an In 
co m p etent person F irs t, fin al Ar d is trib u tiv e 
a n ount 
No 2001ft K a th ry n N u n g es ter, G u a rd ia n o f 
John M K fieakm an , an in com peten t person 
'Iii I rd and fin a l Account 
No 2 fin 11 V e ro n ic a J R ussell. E x e c u trix o f 
the 
e s ta te 
"t 
R ob ert 
C a rly le 
R ussell, 
deceased 
F irs t and F in a l Account 
No 2469M W a lte r J 
P icket and J a m e s E 
P icket, E x e c u to rs of the estate of M a ry A 
P icket, deceased 
F irs t and fin al Account 
Arid that said accounts w ill lie fo r h e a rin g 
arid se ttle m en t before this C ourt oil M o n d ay, 
June ix th , 1973 at 9 o 'c lo ck A M 
E xce p tio n s 
to said accounts, lf an y , m ust be file d on o r 
before June 12th I l l 1 
W itness m y hand and the seal of said 
C om m o n 
P leas 
C o u rt, 
P ro bate 
D ivisio n 
lic k a w a y C ounty. O hio on this Rilli d a y of 
M ay, 19/3 
( hiy < I <Tllne, Judge 
( ((m inion P leas ( 'ourt 
P ro b ate D ivision 
M ay 17. 24, 31, June 7 


Ad 
Ita l 
a n d 


A il- 


COMMON P L E A S <OI KT 
PROD VI K DIVISION 
NOTICE 
All In terested p a rtie s a re hereby no tified 
that the follow ing E xec u to rs , A d m in is tra to rs 
and Guardians nave flied their Accounts in 
the C om m o n P leas ( ’ourt, P ro h ate D ivisio n , 
P ic k a w a y C ounty, Ohio 
No 24290 R uth S 
M a rs h a ll, E x e c u trix of 
th e estate of R oy C 
M a rs h a ll, deceased 
h irst and F in a l Account 
No 
23oiti 
E liz a 
M ae 
R arth e lm a s , 
m inlstr at r lx of the estate of Paul F 
th e lm u H , d e c e a s e d 
S ec o n d , 
F in a l 
I H strlh utlvc Account 
No 
2301*1 
R ic h a r d 
R a r t h e lm a s ........... 


i i i Inlst rat or de Inuits non of the estate of P aul 
F 
R a rth e lm a s , deceased F irs t Account 
No '. I IM Marion H Gcxid and M edfo rd D 
Good, G u a rd ia n s of the person and estate of 
M y rtle 
I. 
Good, an 
In co m p eten t 
person 
Second P a rtia l Account 
No 23929 R o g er hi 
Bennington, G u a rd ia n 
of the person and estate of A lb ert J 
Rosson, 
an incom petent person 
T h ird P a rtia l Ar1 
count 
No 24X03 C h a rle s D restiach , E x e c u to r of 
the E s ta te of M a rc e lla D reshach h irs t and 
F in a l Account 
No 
2465ft 
R ossie 
I. 
R a d c liff , 
Ad 
m ln is tra t rlx of the (‘state of C a rl K R a d c liff, 
deceased 
F irst and F in a l Account 
No 2492(1 A lm a S tou ffer. F x e c u trlx of the 
estate of I.in tile F ( ’n noter, deceased F irs t 
and F in a l Account 
No 
21 Mi* 7 
M a r g u e r ite 
M 
S h e lto n , 
E x e c u trix 
of 
the 
estate 
of 
VV 111 In i i i 
W 
Shelton, deceased F irs t and b in a l Account 
No 21939 Ow en E F u llen , G u a rd ia n of the 
I tor.son and estate of M a rtin C ra ig F a lle n , a 
m ino r 
F irs t P a rtia l Account 
No 229S3 H a ro ld Beheld and Paul Schell!. 
G u ard ian s of G ra c e Schell!, an lncom |>etent 
|M‘ison 
Second P a rtia l Account 
No 24XHI I .crim e! It W eldon aud ( ’a n d Ann 
R in e h a rt, 
E x e c u to rs 
of 
the 
estate 
of 
C laren ce D urum 
F irs t and b in a l Account 
And that said accounts w ill tie for h earin g 
and s e ttle m en t before the Court on M onday, 
June 25, 1973 at 9 o'clock A M 
E xceptio ns lo 
said accounts, lf any, m ust ta1 filia l on or 
before June 19. 1973 
W itness m a y (land and tin* seal of said 
C om m o n 
P leas C o u rt, 
P ro bate 
D ivision, 
P ic k a w a y ( ’a u n ty , < Hilo on Ib is the 22nd day 
of M a y, 1973 
G uy <• 
C lin e , Judge 
< 'onirnon P leas ( Joint 
P ro b ate D ivision 
M ay 24, 31, June 7, 14 


AUTOMOTIVE 
PARTS 
AP MUFFLERS 
DELCO BATTER! ES 
GORDON’S 


Main and Scioto Sts. 


Mr. and Mrs. Phillip Swan and son 
Jeff were Sunday guests of Mr. and 
Mrs. Emmett Delaney of Jackson. 


Mr, and Mrs. Harold Brill and fam­ 
ily enjoyed a cook-out Sunday at the 
home of Mr. and Mrs. Marion Riley. 


Harold and Jerry Neff of Circleville 
were Sunday afternoon guests of Mr 
and Mrs. Earl Neff. Additional Sunday 
evening guests were Mr. and Mrs. 
Gary Neff and son Craig. 


Mr. and Mrs. William Parker and 
daughters Peggy and Patty of Colum­ 
bus, Mr and Mrs. David Anderson 
were Sunday guests of Mrs. Shirley 
Anderson. 


The Five Points Methodist Women 
will meet Wednesday evening at the 
church for their June meeting. 
Hostesses will be Alberta Everman, 
Mildred Davis and Ruth O’Day. 


Vacation Bible School began June 4 
at the church. 


'The Monroe Township Alumni Ban­ 
quet will be held June 16 at 6:30 p.m. in 
the Monroe School auditorium in Five 
Points. Reservations are to be sent to 
the secretary, Mrs. Joyce Beathard, 
1008 N. Court St., Circleville, by June 9. 
The steak dinner will be $3.25 and 
perch dinner $3. Please send check 
with reservations. The women of the 
Five Points Methodist Church will 
serve. There will be a dance following 
the dinner. 


Mr. and Mrs. Robert Morgan visited 
with Mr. Ralph I/>ng at the Margaret 
Clark Oakfield Convalescent Center, 
Washington C.H. Saturday evening 
and Mr. N. S. I/>ng and daughter 
Florence were his Sunday afternoon 
guests. 


Mr and Mrs. Robert Morgan and 
sons Ned and Bruce were Sunday din­ 
ner guests of Mr. and Mrs. H. S. Long 
and daughter Florence 


Mr. and Mrs. Herman Porter were 
Sunday evening guests of Mrs. Bertha 
Porter and Miss Iillian Hess in Wil­ 
liamsport 


Mrs. Nellie Alkire has returned 
home after spending the past ten days 
visiting her sisters, Mrs. Etta Rush, 
Mrs. Charlotte Downs and Mrs. Bert 
Southall in (Columbus. 


Mrs. Carrie McCann has returned 
home after spending the past week 
with her daughter, Mrs. Carl Martin in 
Darbyville. 


IN TMK CDI KT DF I 'DM MON 
PIT-: AH. PM K AW A V H H NTT, 
OHIO 
PKOH ATK DIVISION 
K a rl S m ith, E x e c u to r of th#* es tate o f Measle 
A rteriae S cott, d e ceased 
P la in tiff 
vs 
K a rl S m ith , el al , 
D e fe n d a n ts 
( ASK NO. I HHT 
NOTH E D F Pl KLIC HAIT! 


tn the p u rs u a n c e 
P ro b ate Cr 
o f the o rd e r 
of the 
........................a irt o f I i i ka w a y C o u n ty 
I w ill 
o ffe r for sale al pu blic auction on th e I HI ti 
day of June 1973, at 2 (MI P M o ’clo ck a t th#* 
door of th#* P ic k a w a y ( ’ountv co u rt house the 
follow ing d e s c rib e d 're a l **stnte. 
S itu ated In 111#* <'ounty of P ic k a w a y . Stat#* 
of O hio and In th#* C ity of C irc le v ille , and 
fu rth e r d e scrib e d as follows 
B eing th irty th re e (33lf#*#*t o ff th e N o rth 
sld** of Lot N u m b e r 1497 In K e lls ta d t’s 
and /w ic k e r 's A dd itio n to said C ity of 
< ’Irc le v tlle , (M ilo 
T o g e th e r w ith th#* right 
to use tin* 
a* 
11)'111 
11 * 
ii 
sa n ita ry s e w e r passing In an d upon th#* 


. u t |< > I i i i n »* 
p i •• i i i I IC I 
lo v a 
re m a in d e r of said lot num bi*i 


I up 
vlt. 
W U , 
111** 
1497 and 
Iflhjp 
feet o ff 
th#* 
N orth 
sl»l** 
of 
l o t 
N u m b e r 1494 belonging to th e g ra n to r, or 
any 
H ew er 
h e re a fte r m ad e 
iii 
place 
th e re o f 
arid 
to 
e n ter oil 
said 
o th e r 
prem ises, to open, re p a ir or re p la c e said 
s e w e r lf necessar 
tie r o 
a lii p re m is e s 
S outh B e lu te 
herein re fe rre d t<* is tux 
S treet. C lrc l**v lll# \ Ohio 
Said prem ises a re ap p raise d al $9.non OO and 
must be sold fo r no! less than tw o th ird s of 
said appeals#**! va lu e, and the te rm s of sale 
are IO p#*r cent pavatil#* to the e x e c u to r on 
day of sal#* and the balan ce of said purchas#* 
p ric e to be paid to lh** execu tor on o r before 
th irty ilays a tte r th#* day of sal#* 
E A R f. SM IT I I, E xe c u to r of lh#* e s tate 
of Messle Ailed#*#* Scott, deceased 
W E L D O N an d W H .fit 'R N 
A tto rn eys for E x e c u to r 
M ay 17, 24, 31 arid June 7 arid I t 


By KATHRYN JOHNSON 
Associated Press Writer 
American prisoners of war are deep 
into their special period of adjustment 
these days: from a world filled with 
loneliness and dreams to one crowded 
with decisions and problems. 
The excitement and whirlwind of 
events since their homecoming are 
fading. 
In the weeks after release, most of 
the 566 POWs plunged into speech- 
making, 
answering 
fan 
m ail, 
headlining parades, visiting the White 
House and throwing out baseballs. 
At the same time, after years of 
deprivation, they were showered with 
all sorts of gifts from cars to junkets to 
wristwatches. 
It was, as one wife put it, a time for 
doing everything yesterday. 
Now reality is closing in. 
There are the lingering problems of 
rebuilding lives with wives and 
children. There are adjustments to the 
sometimes 
drastic 
changes 
in 
American 
lifestyles. 
There 
are 
decisions about the future. 
A survey shows most of the former 
POWs are adapting to the changes. 
Some even say it has been easy. 
“ Ifs no worse than coming back 
from a nine-month cruise as far as 
readjustment,” said Navy Cmdr. 
Richard A. Stratton, 41, of Palo Alto, 
Calif., a prisoner for six years. The fa­ 
ther of three sons added : 
“ Maybe I ’m riding for a fall I don’t 
know. Any problems are just minor. 
I jke I don’t like the way one of my sons 
holds his fork, so we’re changing it. 
I*etty stuff like that. My biggest ad­ 
justment is to California drivers...they 
seem as dangerous as the enemy.” 
Others, such at Lt. Cmdr. Michael 
Christian and his wife of Virginia 
Beach, Va., take a different view. 
“ You can’t take a family — the 
father and mother — and put them into 
two different worlds for so many years 
and not have adjustments,” said Mrs. 
Christian, the mother of three, whose 
husband was listed as missing for 
three of the six years he was n POW. 
“ The big adjustment for us was 
Mike’s wanting to go so fast. I can 
remember saying ‘I/?t’s just take it 
easy and do one thing at a time.’ And 
he replied, ‘Don’t say that to me, that’s 
what the North Vietnamese said to 
us.’” 
In general, the men say they are in 
good health. Some have had corrective 
surgery because of torture or lack of 
medical attention in prison. Prac­ 
tically all have undergone dental work. 
Dr. Richard S. Wilbur, the Pen­ 
tagon’s health chief, said preliminary 
figures on various forms of disease and 
injury found by military doctors who 
examined the POWs in U.S. hospitals 
showed nearly one-third, mostly pilots, 
had suffered major fractures. 
Wilbur also said more than 53 per 
cent of the prisoners came back with 
worms that led to malnutrition and 
anemia. 
He said the men would be advised 
and watched for five years to try to 
avoid a repetition of the high violent 
death rate experienced by some U.S. 
POWS after World War II and Korea. 
Wilbur said the Vietnam prisoners 
have experienced “ a lot of difficulty in 
moving back into their families.** He 
said the returned prisoner often found 
that his family had been “ getting along 
pretty well without him.” 
In his statement Friday, Wilbur 
specifically cited the possibility of 
suicide. 
Un Sunday, Air Force (’apt. Edward 
A. Brudno was found dead in Harrison, 
N Y. Police called him a suicide. 
Brudno had been among the first 
group of POWs to return home but 
never held a press conference. 
Hie majority of men have chosen to 
remain in the service, at least for the 
time being. Of 101 POWs interviewed 
in the last few weeks, eight said they 
were leaving the military and four 
were undecided. About 80 per cent of 
the men expressed interest in pursuing 
their education. 


LANDMARK,. IS 


ON GRAIN SERVICE! 


LONG ON Retting you unloaded quickly 
and back to the field in the shortest 
possible time. 
LONG ON storage facilities 
ours are 
well maintained and ready 
with mod 
em handling and drying equipment 
LONG ON trained people who know how 
to take care of your grain .. also with 
up to the minute m arket information 
and advice. 
LONG ON dependable weighing, honest 
testing and fair grading. It your grain 
is above average, your deal will be too. 
LONG ON a NET c h e c k t h a t re a l l y 


counts. Always working to keep prices 
up and discounts down, we have helped 
you build Ohio’s finest farmer-owned 
grain marketing system. 


BRING YOUR GRAIN TO US . . WE WANT TO BE OF SERVICE 


Call us at 8 6 1 -3 5 3 8 or 


listen to our grain prices 


on WRFD. 


H am ilton & G ro ve Roads 


C olum bus 


At least four POWs learned on return 
that their wives had died during the 
years. Some found they had lost a 
mother, father, brother or sister. 
For others tragedy awaited. 
Lt. Col. Armand J. Myers returned 
to his wife and 14-year-old son Randy 
in Dallas, tex., after more than 
years in a prison camp. I jess than two 
months later, his son was killed in a 
(land dune cave-in. 
At his homecoming, Myers had said 
of his son, “ I left a small boy, he was a 
very sweet and docile boy. And when I 
came back I looked up to a 6-foot-2 
bright, mature young man and from 
what I ’ve seen so far I’m real proud.” 
The wife of another officer says her 
problem is getting her husband to 
change clothes. 
“ And he was the kind of man who 
(before he was taken prisoner) would 
change shirts every two hours” she 
said. 
“ He takes them off at night and 
carefully folds them up. He hangs his 
slacks up ever so neatly. But he doesn’t 
want me to take them away to wash. I 
have to sneak them to the hamper. 
“ He himself has analyzed this as 
some sort of psychological reaction, 
and so is slowly improving” said the 
woman, 
who 
asked 
to 
remain 
anonymous. 
Most POWs said they’d had some 
problem with their children. For some 
it was long hair; for others it was the 
kids’ not meeting expectations. Most 
said it was simply a question of getting 
to know young adults who were 
children when they left. 
“ Of course, there 
have 
been 
problems. My children have lived 7 
years and 4 months without me. They 
don’t know me. It takes a while to get 
to know people after a separation like 
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that. And they have to get used to 
seeing me around, to having someone 
else 
in 
the 
house,” 
said 
Cmdr. 
Theodore F. Kopma of Lemoore Naval 
Air Station in California. 
Perhaps 
the 
most 
publicized 
problem of the POWs has concerned 
marriage. 
Ninety-three of the POWs in­ 
terviewed were married when they left 
for Vietnam. Of these, 14 have been 
divorced, one is separated and nine 
said their marriages were in trouble. 
The men’s views on marriage vary. 
“ We’ve had no marital problems. We 
never did before,” said Air Force Maj. 
Arthur Burer of Rockville, Md., a POW 
for seven years. “ I ’ve come back to a 
woman’s who’s much more mature. I 
don’t think enough praise has been 
given to what our wives have done. I 
think if you had a good marriage to 
start with, a good woman to start with, 
then she hung on....” 
Navy Capt. William P. Lawrence of 
Nashville, Tenn., a POW for six years, 


came home to find his wife had 
divorced him in 1971 and re-married. 
“ Of course the divorce was a shock. I 
guess there were some signs available 
to me ahead of time but I just couldn’t 
see them. I just didn’t believe it could 
happen.” 
Others are more philosophical. 
One naval officer said that while 
imprisoned “ the realists became more 
willing to accept a less than faithful 
wife.” 
On the other hand, he added, many 
were surprised to find as many marital 
problems because the letters they 
received right up to their release gave 
no such indication. 
“ Many women had written letters 
just to keep the men going,” he said. 
And the bachelors? 
Navy Lt. (j.g.) David R. Wheat, 33, 
returned to his parents home in 
Duluth, Minn. He said he’s had no 
problems. 
“ In fact, after 33 years I finally got 
my own key to the front door.” 
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lakes more than 
a white hat to 
be a Good Guy! 


ll takes a very special attitude, the kind that 
W E S ED ST R O M at 
\\ K S ED ST R O M M OTORS has. Like knowing that 
when you buy a new car, it should be a happy 
event. So W E S does everything 
he can to keep it that way. He gives 
you the best deal he possibly can (so when you 
drive out— you drive out smiling). Drop by and 
say “ hello** to W E S and 
all of his Good Guys ... 


...and tell fem Honey sent ya! 
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Yankees Creep CloserTo AL East Lead 


By HERSCHEL NISSENSON 
Associated Press Sports Writer 
Now you see it, now you don’t. Vie 
Harris didn’t. Umpire Bill Deegan did 
and he had two words for Harris. Tliey 
were, “ You’re out!” 


Harris, the young Texas center 
fielder, probably had a few choice 
words of his own but they were surely 
unprintable after veteran New York 
shortstop Gene Michael embarrassed 
him with the hidden ball trick for the 


rally-killing third out in the fifth inning 
of die Yankees’ 5-2 victory over the 
Rangers Wednesday night. 
It was the Yanks’ fourth consecutive 
victory and lifted them within one-half 
game of Detroit in the AL- East. 
Ohioan 
W eiskopf Is Talk 
Of Professional Golf Tour 


COLUMBUS, Ohio (A P )— Tom 
Weiskopf, his temper under control, is 
the current rage of the Professional 
Golfers Association tour heading into 
the $150,000 Philadelphia Classic to­ 
day. 


The tall blond belter says his surge 
of a first, second and first for $87,000 in 
his last three starts can be traced to his 
father’s death. 


Thomas Weiskopf Sr., Tom’s dad 
and a Bedford, Ohio, railroader, died 
in March. 
“ I did a lot of thinking after his 
death. I don’t think I disappointed him, 
but I didn’t do as well as I might 
have,” said the 10-year PGA tour 
veteran. 
“ It made me more aware of what I 
should have been doing. I felt I ought to 
do something about it,” Weiskopf said. 
He did, winning the Colonial and the 
Kemper tournaments and finishing 
second behind fellow Ohio State 
product Jack Nicklaus at Atlanta. 
“ Let’s see,” Weiskopf said. “ I was 
four under par at the Colonial, 14 under 
at Atlanta and 17 under at the Kemper. 
That’s 35 under in my last three 
tournaments, right?” 
One bad shot and Weiskopf would 
lose his temper in previous years. 
That’s not the case now. 
“ I’ve got a lot more patience than I 
ever had,” the 30-year-old Ohioan said. 
“ If I make a bad shot, it doesn’t affect 
me as much. I ’m not forcing things. 
“ I’m thinking a lot better,” Weiskopf 
continued. “ I take more time thinking 
about my shot. I ’ve even slowed down 
my walk.” 
PGA tourist Dave Graham gave 
Weiskopf a putter before the Colonial. 
It plays a major role, too. 
“ I ’ve putted like you wouldn’t 
Standings 
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Chica (to 
St Louts 
Pittsburgh 
Montreal 
New York 
Philadelphia 
West 
San Francisco 
I-os Angeles 
Cincinnati 
Houston 
Atlanta 
San Diego 
Wednesday's Games 
Chicago 6. Los Angeles 4 
Atlanta S. M ontreal 3 
San Fran cisco 9. Pittsburgh 7 
Houston 4. Philadelphia 3. IO 
nl rigs 
„ 
St. Louts 0. San Diego 3 
Only games scheduled 
Thursday's Games 
l-os Angeles (M esaeram lth 8-8) at 
Chicago (reuschel 6-3) 
Atlanta (M orton 4-4) at M ontreal 
(M oore 3-4) 
San Diego ( Caldwell 3-7 at St I-ouls 
(Cleveland 8-4) 
on ly games scheduled 
Friday's Games 
Cincinnati at Chicago 
San Diego at Philadelphia N 
St Louis at Atlanta N 
San Fran cisco at M ontreal N 
I-os Angeles at New York N 
Pittsburgh at Houston N 
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Wednesday’s Games 
Minnesota 7-13, Cleveland 3-9. 1st 
game IS innings 
Boston 8. Kansas City 4. IO innings 
Baltim ore 14, Texas 4 
New York 8, Texas 2 
Oakland ll , M ilwaukee I 
California 7. Detroit 4 
Thursday’s games 
Chicago (Stone 0-1) at 
Baltim ore 
(P a lm e r 0-3)N 
New York (Peterson 8-6)at Texas 
(Allen 0-2)N 
Detroit (Lollch 8-8 > at California 
( R yan 6-0)N 
Only games scheduled 
Friday's Games 
Minnesota at Baltim ore N 
Chicago at Cleveland N 
Boston at Texas N 
New York at Kansas City N 
Detroit at Oakland N 
M ilwaukee at California N 
Winners Named 
In G o K art Races 


TTie results of the Go-Kart street 
races held last weekend in Com­ 
mercial Point have been announced. 
Winners in the individual events 
were: Rookie—Jay Patton, Delphos; 
American Reed Jr.—Angelo Martin, 
Akron; American Reed L t.—Ken 
Scheatzly, Southfield, Mich.; Open 
Reed—Owen Coleman, Columbus; C 
Open—Blaine Young, Massillon; B 
Open—Duane Lieber, Bluffton; A 
Open Ll.—Martin Mielke, Valley City; 
Stock Jr .—Dan Swigert, Sidney; Reed 
LA.—Bill Miller, Bridgeport; Stock 
Lt.—Dave Temple, C ircleville; A 
Stock H vy—John Evans, Washington 
C. H.; American Reed Hvy.-^Jim 
Grindell, Richwood; B Ltd.—Ed 
Amstutz, Bluffton; Rookie Sr.— 
Patricia Taylor, Hamilton; B Stock— 
Pearl Gamble, New Bloomington; A 
Open Hvy.—Louis Commiainni, Mt. 
Plymouth, Mich. 


believe,” he said. “ I ’ve had only one 
three-putt in three tournaments. I 
probably haven’t missed a half dozen 
putts four feet or less.” 
Carroll Misses 
His Old Spot 
In The Bullpen 


CINCINNATI, Ohio (A P) - Clay 
Carroll was doing so poorly he got the 
last thing he expected—a promotion. 
Now he misses his old job. 
“ It used to be I came to the game 
knowing I was to pitch an inning or 
two,” said Carroll, who at 32 is the 
senior member of the Cincinnati Reds’ 
pitching staff. 
“Now I have to sit around and wait 
three days,” laughed Carroll, who has 
come out of the bullpen to become one 
of baseball’s most effective pitchers. 
A month ago he was struggling in 
relief with an 18.00 earned run average 
and an 0-4 record. “ I didn’t think I was 
going to ever get anyone out,” drawled 
the Alabama native. 
Reds’ Manager Sparky Anderson, 
beset by other pitching problems, 
decided to try Carroll as a starter. 
Instead he found a stopper. 
Since his first start in five years—a 
strong five-inning shutout stint against 
I/)s Angeles—he has reduced his ERA 
to 4.00. 
In the last 24 2-3 innings he has 
allowed two earned runs— for an 
amazing 0.70 ERA over his last four 
starts. He’s won two games. 
“ I don’t mind starting. I’m just glad 
Local Bicyclist 
On National Tour 


Dwight Frazer, 16, son of the Rev. 
and Mrs. David Frazer, 346 Meadow 
tare, has been selected by the Wan­ 
dering Wheels organization to par­ 
ticipate in a coast to coast bike ride. 
The 2600-mile trip begins Saturday in 
San Diego, Calif., and terminates July 
8 at Jacksonville, Fla. The 36-member 
team will follow roads which parallel I- 
10 across the southern United States, 
traveling to Tuscon, Ariz., El Paso, 
Tex., San Antonio, Tex., New Orleans, 
ta., and along the Gulf Coast and 
Florida Panhandle to Jacksonville. 
Wandering Wheels was founded by 
Bob Davenport, former All-American 
fullback from UCLA, who will be 
riding on the coast to coast trip. 
Today's Tilts 


Pony League 
8 p.m.—Burger Chef vs Third 
National Bank, Ted tawis Softball 
Little League Majors 
6 p.m.—American Legion vs Elks, 
Ted tawis little League 
Little League Minors 
5:30 p.m.—Ward’s vs Savings Bank, 
Ted tawis Softball 


I’m doing good because it’s going to 
help us. 
“ We’re lucky we are only five games 
behind,” he said. “ None of our big 
guns are clicking yet.” 


“ But the Reds have a reputation for 
win streaks and we’ll start getting hot 
with the weather. I think it’s coming,” 
said the Cincinnati relief ace who set a 
National League record with 37 saves 
last year and finished with a career- 
high ERA of 2.25. 


Meanwhile the Reds wait for the 
return to health of three ailing pit­ 
chers. Roger Nelson has had a sore 
elbow, Jim McGlothlin developed a 
sore neck and last year’s winningest 
pitcher Gary Nolan has not pitched an 
inning for the defending National 
taague champions. 
Nolan, 15-5 last year, has been on the 
disabled list since the season started 
with shoulder problems. 
The Reds say he’s trying to slowly 
work his arm back into shape. There’s 
little 
optimism 
that 
he will 
be 
available for much of the 1973 season. 
In his absence, Jack Dillingham has 
emerged as the team pitching leader. 
His 8-2 record leads the league and 
Anderson says the 30-year-old right­ 
hander has acquired the confidence to 
become a big winner. 


General Electric 
Nips Elsea's, 4-3 


Brent Mancini hurled two-hit ball 
and fanned ll to lead General Electric 
to a 4-3 win over Elsea’s in Babe Ruth 
taague action Wednesday on the high 
school diamond. 
The winners tallied single runs in the 
second and third innings and wrapped 
it up with a pair of markers in the 
bottom of the fifth. Elsea’s scored once 
in the fifth and twice in the sixth. 
Mark Scherer, Luke tawhom , 
Frank Merrill and Mancini each 
rapped a single for General Electric. 
Brett Christy had a single and Jerry 
Strawser slammed a double for the 
losers. Doug McGlone was on the hill 
for Elsea’s. 


Practice B e gin s 


For 24-Hour Race 


IE MANS, France (A P) — Italian 
Arturo Merzario raced to the fastest 
time in the first practice session for 
Saturday’s 24 hours of ta Mans sports 
car classic. 


TOGETHERNESS — Home plate umpire Shag Crawford 
gets as close as he can to San Diego Padres’ catcher Fred 
Kendall as he calls balls and strikes at Chicago 


RACING EVERY FRIDAY 


(Rainchack Evary Sunday Afternoon) 
SALTCREEK VALLEY SPEEDWAY 
WHISLER 
9 Mila* South East of Circlavillo oH Rout# 56 — Turn 
Right on Jackson Road. 


NOW V2-MILE DIRT TRACK 


PU R E STOCK — LATE M O D EL — O P E N C O M PET IT IO N 


C A R S PERAAJTTED 
TIME TRIALS 7 P.M. 
RACES 8 P.M. 
Admlttion: Adult* $2.50 — Childran 6 to 12 — 50c 
PIT ADM ISSIO N $5.00 


The Baltim ore Orioles bombed 
Chicago 14-4, slashing the slumping 
White Sox’ lead in the American 
taague West to just three percentage 
points over the Minnesota Twins, who 
swept a doubleheader from the 
Cleveland Indians, 7-3 in 15 innings and 
13-9. Elsewhere, the California Angels 
downed the Detroit Tigers 7-4, the 
Boston Red Sox edged the Kansas City 
Royals’ 5-4 on Bob Montgomery’s 
second home run of the game in the 
10th inning and the Oakland A’s bat­ 
tered the Milwaukee Brewers 11-1. 


Sandy Alomar keyed a pair of two- 
run rallies with a single in the first 
inning and a triple in the second while 
Bill Singer and Dave Sells pitched the 
Angels to a 7-4 victory over the Tigers 
and Joe Coleman. Vada Pinson 
homered for the Angels. 
Brooks Robinson and Earl Williams 
each homered and combined to drive 
in six runs as Baltimore’s revived 
long-ball attack powered the Orioles 
over the slumping White Sox. The loss 
was the fifth straight for the Sox. 
Robinson’s first homer since May I 
and a sacrifice fly accounted for four 
runs while Williams hit his first homer 
since April 22, a two-run shot. Chi­ 
cago’s Dick Allen took over the league 
lead with his 14th homer. 
Jim Holt slugged two home runs and 
Steve Braun added ore in a 16-hit at­ 
tack that carried Minnesota to its 
secondgame victory over Cleveland 
and a sweep of the twin bill. A double 
error by shortstop Frank Duffy 
enabled tarry Hisle to score the tie- 
breaking run in the 15th inning of the 
opener as the Twins scored four runs. 
Bob Montgomery’s second home run 
of the game—and the season—leading 
off the 10th inning lifted the Red Sox to 
a sweep of their three-game series 
with Kansas City. The Royals tied the 
score with two out in the ninth when 
Paul Schaal walked and designated 
hitter Jim Wohlford homered. Boston’s 
designated hitter, Orlando Cepeda, 
also homered. 
Reggie Jackson drove in five runs 
with one of three Oakland homers in 
the first inning and a double as the A’s 
ended the Brewers’ five-game winning 
streak. 
Vikings Gain 
Berths On 
M etro Squad 


Teays Valley gained three berths on 
the Metropolitan All-taague baseball 
team with the selection of Jerry 
Sabine, Terry lambert and Dave 
Chaffin to first team spots. 
Sabine, a senior, was named to the 
pitching staff, lambert, a junior, 
gained the shortstop post and Chaffin, 
a senior, grablxxl an outfield berth 
Jim Pabst, Chuck (Hitt and Terry 
Southers of Teays Valley were placed 
on the honorable mention list. 
Rounding out the first team squad 
were: Pitchers — Gary Henderson, 
West Jefferson, senior; Don Webb, 
Marysville, senior; and Mike Adtkin, 
Olentangy, junior; Catcher — Jeff 
Pfiel, West Jefferson, junior; First 
Base — Jim Maxhimer, Marysville, 
senior; Second Base — tarry Blake, 
West Jefferson, junior; Third Base — 
Junior Arriaga, Hamilton Twp., 
senior; Utility Infielders — tan Viers, 
Marysville, senior and tan Cilli, West 
Jefferson, junior; Outfielders — Bill 
Haskins, West Jefferson, senior; Doug 
Davis, Franklin Heights, senior; and 
Bill Weser, West Jefferson, junior. 
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Scioto Downs 


Ttiuraday’n Entrlen 
Trot 


R 


Firm lu r e 
Lisa Altern 
May 
Babe 
B‘* Tc* 
Ooaltown Dude 
Sm art Stuff 
Falling W ater 
Tabulator 
Nevele Rodney 
AK I Rhythm Storm 
AK 2. Jo Hi G ayety 
Second Race 
HI Ho Go 
lu rin g Je rry W ay 
Reliant 
Tannin W ay 
I xju» Choice 
Oounterport 
In Honor 
C W Hlelo 
Attorney Jim 
AK I Hilts HIU 
AK 2 Blue Money 
Third Race 
W ar Brince 
Double Dream 
Rugged Country 
A 
Blind Crusader 
Bold Pearl 
Deanna Volo 
Avalon Davon 
Gallon Ohio 
Topland D. 
AK I M r Fisherm an 
Fourth Race 
Pace 
Hal Town 
Jan e Creed 
Twtnstoner 
Four Oaks Tla 
la d y Break 
My Butler 
Antrodoll 
Trotalot 
K K Butler 
AK I, Princess flee A 
A K S. la d y Mllntk 


$1,000 
R Cheney 
F Todd.Sr 
J Edw ards 
H M cCalla 
M Ferguson 
J. Ater 
Richardson. J r 
C. Park 
H Ham ilton 
L. Thunev 
T BA 
Pace 
$1 .OOO 
M Ferguson 
L Richard 
D W illiam s II 
T. M erritt 
H W arner 
W K irk 
A .Jackson. J r 
A Riegle 
A . Johnson 
R De B a un 
T Brown 
91.000 
THA 
J Price 
Jackson. J r 
F . Crager 
H Sm ith, J r . 
J . Fades 
J . Johns 
K Ihjrcell 
D Keeton 
R Pa ver 
fl.noo 


Trot 


Fifth Race 
Rusty Don 
Satans Sister 
Miss Dottle 
Shore Black 
Renotayrk 
(Tiestnut Byrd 
Perfect Four 
Easy Direct 
C ircle F a ir Tim e 
AK I Canadian Folly 
AK 2 Coles Pat 
HIX th Race 
Itohtns I V ille 
Mighty Ctrco 
Carib 
The Tourist 
Fearless M 
Poverty Ridge 
.losedaie Ginger 
Miss Van Winkle 
Seventh Rat e 
Tim e Llm ll 
Ju stly Stone 
Veldah W ay 
Mountain W arrio r 
W orthy First 
Tom m y* Dude 
Arts Playboy 
W hirling W alter 
H 
Taylor Saunders 
A E I Morphine 
Eighth Race 
P a re 
Pandoras Skipper 
Box un na Byrd 
Speedy W arrior 
lied Viking 
Shadow Hope 
Mtstya Dream 
4 brod Tim e Skipper 
H ertiell 
I .lily Knight 
A K I Short of ( ’aah 
AK 2 True Rom an 


J Roberts 
E Artis 
J. Ater 
F Short 
A Riegle 
L. Richard 
I’ D Ford 
H Davis 
W K irk 
I. Stults 
F Rowe 
Pa ce 
91 .(NNI 
A .J Price 
R Pa ver 
T Thomas 
W Brown 
L Richard 
B Roilier 
A Jackson, J r 
T Baker 
P. M artin 
J Mason, Jr . 
C Currans, J r 
Trot 
91.?<ni 
T Thomas 
B u Baldw in 
T B A 
W Brown 
C Nixon 
J Slbcy 
T Holton 
M Delagrange 
Pace 
91.HNI 
T Rucker 
R Paver 
T B A 


Second Race 
Pace 
91,(N>0 
Dale L 
9 80 
8 20 
3 80 
W atch trusty 
7 80 
8 60 
Missie Porter 
8 00 
Tim e 2 OO 2 
Also started—Pa tty 
Dale. Modest Discovery, Tee Pees 
Star. 
Petite Rose, Paragon 
Pick. 
M acs Special 
N IG H T L Y IMH HLF. 4 8 938.24) 
Third Race 
Pace 
91.100 
Bye Zoe 
26 00 
8 80 
4 80 
Syndication 
3 80 
3 00 
Hammy Greentree 
4 20 
Tim e 2 06 
Also started —Fran cis 
Time. Gay Irish. G D Butler. Atson 
Caruth 
Fourth Race 
Trot 
91.100 
Poor Old E a rl 
11 60 
4 
80 
3 20 
Shadydale Metro 
SOO 
3 00 
Syd Hanover 
3 00 
Tim e 2 OM 4 Also started—Lincolns 
E sc a p a d e , 
R igh t 
T u rn . 
D ore, 
Itaomelton Royal (Quaker Miss L. 
I i ft ti Race 
Pace 
91.000 
To The Quern 
4 20 
3 00 
2 20 
Hon C ar Lith 
2 80 
2 20 
B u ller Abbot 
2 40 
Tim e 2 IM I Also started —Christy 
Baer. Dixie B erry, Good Report, iv e 
Dees Pride. Playful, Double Dean. 
Sixth Kin !• 
Pace 
91.KHI 
II Ds Tim e 
MOO 
4 60 
3 40 
Little ll Bomb 
4 00 
3 20 
Slick Truax 
3 80 
Tim e 2 (18 4 Also started— Whitney 
F a rr. Royal W arrior. Avalon Je rry , 
Atom Cloud. Do Something, F ly F ly 
W ay 
Seventh Race 
Pa re 
91.200 
Peter Main 
4 40 
2 MO 
2 80 
Trojana 
3 20 
3 OO 
lm a Choice 
8 40 
Tim e 2 (IMS 
Also started—Action 
G irl, W ay la te . Quebec, Lakewood 
A in oor, M r Fo rem an , Edgew ood 
Cedric 
Eighth Race 
Pace 
91.400 
Miss Dusty Sun 
7 40 
SOO 
.THO 
lan ky I .aug 
13 40 
8 80 
M ary Pat H ill 
8 40 
Tim e 2 (77 3 
Also started— I .Ibby 
Knox, 
Condor 
K id , 
D eacon 
D arlin g ton . 
H am m y 
W a y , 
L isa s 
Dream , Aceway Gene 
Ninth Hai r 
Pure 
Miss Shady Mont 
7 2*1 
3 40 
8 40 
Keystone Inkling 
Queen Male ( DM I 
E m ily Opal (D ID 
Tim e 2 OM 3 
Also started 
Demon, Mark Dp, Go Hide 
co I se Rat eulot 
QI IN U LA 3 6929 40 


91. HNI 
2 60 
3 OII 
3 20 
2 60 
Circle 
Fran 


Bu 


Ninth Race 
Trot 
Tile Gipper 
Quick Work 
Aflam e Hanover 
Tom Cl TCO 
M ajestic (Tiff 
Klaus 
Ickawowle 
Snippy Dawn 
Tenth Race 
Pace 
Sara Its Kiss 
Urbana RIH* 
Instant Winner 
G ran n y! Sneaker 
Edgewood IMnah 
G I) A 
Edgewood Itretl 
Edgewood ( 'avan 
Four 4 inks Judge 
A E I Travaion Annie 


It Neff 
It Neal 
J Riley 
Baldw in 
Van Rhoden 
M Ferguson 
M Brown 
91 , HNI 
B Davis 
Bu Baldw in 
It lainsford 
J . Fades 
W Kirk 
D. Taylor 
A Riegle 
TRA 
Elliott, J r 
R Paver 
I. Coder 
912. rum 
M Zeller 
H e l s s l n g e r 
S e a b r o o k 
T Nfivak 
K l Taylor 
I. Huber ii 
G. Wright 
I) W illiam s ll 


Prince Lobed W ins 


A t Lebanon R ace w ay 


I JOB ANON, (Hun (AP) — l*rince 
I x>bell, wm 1 im); a second time in five 
starts at Lebanon Raceway Wed­ 
nesday night grabbed the lead early 
and ran away with the conditioned 
jiace mile in the featured eighth race. 


it 


i i 
it 


p 
Ru 


91.SINI 
Johnson 
Baldw in 
I, Stults 
It Hackett 
M Brown 
J Aler 
It Knowles 
I> Paver 
It Seabrook 
A J Price 


Wednesday results 
First Race 
P a re 
9I.4NMI 
Ro val Flush 
4 Of) 
3 (NI 
3 (MI 
Itrsd B a rry Tim e 
18 641 
7 441 
Edgewood Ber! 
8 441 
Tim e 2 (NI I Also started 
Stetson. 
Itaio rs Edge, 
Lincoln la n d 
Mike. 
W hirlw ind IV l<ee Baron 


ATOMIC 
SPEEDWAY 


I 2 M ild ! South of 
Chillicothd. O hio 
W est of Rout* 23 of 
Alm a (B la in * H igh w ay) 


RACIN G 
SAT. JUNE 9 


Late Models, 
Hobby Stocks, Sprints 
TT — 6:30 
RACING — 8 P.M. 


Midgets add a 4th Class 
at Atomic Sat. June 16! 


YMCA 
EARN TO SW IM 
PROGRAM 


PICKAWAY COUNTY 
FAMILY YMCA 
Summer 
Program & Classes 


for 
& & 


MASTER CHARGE — BANKAMERICARO 


Boys & Girls (3 Yrs. & Up) 
Call 474-8621 


O r Register N ow at 


151 East Franklin St. 
YMCA SWIMMING PROGRAM 
INSTRUCTOR: MRS. ROBERT LIGGETT — AT L-K MOTEL POOL 
2 CLASSES PER WEEK 
FIRST SESSION: JUNE 18TO JULY 13 — LIMIT 12PER CLASS 


9:00 10:00 A M 
9:00 10:00 A .M . 
10:00 I 1:00 A M. 
10:00 I I .OO A M. 


11:00-11:45 A M 
11:00 11:45 A M . 


Mon.-Wed. 
M innow s (A d van ced Beginners) 
Tuet.-Thurt. 
Fish (In term ed iates) 
Mon.-W ed 
Po liw o g s (Beginners) 
Tues.-Thurs. 
Poliw ogs (Beginners) 
M o n .-Wed 
Tadpoles (Pre school) 
Tues.-Thurs. 
Tadpoles (P re school) 


SECOND SESSION: JULY 16 TO AUGUST IO — LIMIT I 2 PER CLASS 
(SAME SCHEDULE AS IN FIRST SESSION) 


2 AND 4 WEEK 
SESSIONS 
NEW-Y-MINI CLASSES 


G IRLS G Y M N A ST IC S (Starting Ju n e 12) 
BO Y S BA SK ET BA LL (Starting Ju ly 9) 
CO ED TENNIS (Starting Ju ly IO ) 
CO ED A R C H ER Y (Starting Ju ly 9) 


M O V E M E N T ED U CA TIO N (Starting Ju n e 9) 
G IRLS BA SK ET BA LL (Starting Ju n e l l ) 
B A T O N CLIN IC (Storting Ju n e l l ) 
G IR LS SO FTBA LL (Starting Ju n e 12) 
W O M E N S EXERC ISE (M orning 
June J) 
(Evening 
Ju n e 6) 
— YMCA DAY CAMP— 


N otu re Hikes, Cookouts, G am es, A rch ery, O vernights, Fishing, Crofts 


A ll These Activities and M o re for Boys A G irls A g es 6 thru 12. 


I at Period Ju ly 9-13 
2nd Perio d Ju ly 16-20 
3rd Period Ju ly 23-27 


O vernights H eld on Ju ly 12, 19, 26 (O ptionol) 


T R A N SPO R T A T IO N - IN SU R A N C E - CRA FTS — DRINK — IN C LU D ED IN FEE 


Bonds Powers Giants To Win 


By KEN RAPPOPORT 
Associated Press Sports Writer 
That’s quite a leadoff hitter the San 
Francisco Giants have—14 home runs, 
60 runs scored and a .320 batting aver­ 
age. 
You’d think that Bobby Bonds would 
bat third or fifth in the order with that 
kind of power. So does Bobby Bonds. 
“ I don’t want to lead off, but I will if 
that’s what everyone wants,” said 
Bonds after pacing the Giants to a 9-7 
decision over the Pittsburgh Pirates 
Wednesday night. 
Bonds drilled four hits, including a 
leadoff homer in the first inning, drove 
in two runs and scored four times, to 
lead the Giants to their seventh 
Secretariat, 
4 Others In 


BelmontField 


NEW YORK (AIO - Knightly Dawn 
and Pvt. Smiles, two newcomers to the 
Triple CYown wars, will join in the 
battle Saturday to stop Secretariat 
from sweeping the Kentucky Derby, 
Preakness and Belmont Stakes. 
This trio and Sham, runnerup in the 
Derby and Preakness, My Gallant, 
ninth in the Derby, and Twice a 
Prince, 12th in the Derby, were ex­ 
pected to lie entered today for the 105th 
running of the I Mi-rn lie Belmont on 
Saturday at Belmont Park. 
F.ntries were to be made Unlay by IO 
a.m., EDT. 
If six go to the post at 5:38 p m. 
Saturday, the 105th Belmont will be 
worth $151,200, with $97,720 to the 
winner. Each starter will carry 126 
pounds for the race. 
It will be televised nationally by CBS 
from 5-6 p.m. 
Shortly 
before 
trainer 
Frank 
“ Pancho” Martin announced Wed­ 
nesday he planned to run Knightly 
Dawn as an 
entry 
with 
Sham, 
Secretariat put in his final workout for 
the Belmont, going a half-mile in 46 3-5 
seconds and out five-eights in 59 2-5. 
me big chestnut's tractions were 12 
for the first eighth of a mile, 24 for a 
quarter, 35 for three-eighths, 46 3-5 and 
59 2-5. 
As usual Bon Turcotte, Secretariat's 
jockey, was aboard the son of Bold 
Ruler for the workout. 
“ He was well within himself,” 
Turcotte said. “ He could have gone* 
faster if I had asked him.” 
All-Star 
Series Set 
COLUMBUS, Ohio (AP) — Jim 
Massa of Cincinnati Elder and Don 
Wood of Cleveland Glenville will be on 
opposite coaching sides again this 
weekend for the Ohio High School All- 
Star Basella 11 Series. 
Massa, whose Elder team beat 
Wood’s Glenville nim1 7-1 for the Class 
AAA state title last weekend, will 
serve as one of the coaches for tin* 
West AUStars. 
Wood will be one of three mentors 
to guide the East All-Stars in the 
three-game series Friday, Saturday 
and Sunday at Ohio State University. 
.Joining Massa with the West sauad 
will 
be Tomo 
Rutan 
of 
Upper 
Arlington, 
Jack 
Johnson 
of 
lYckerington and Mel Frass of Toledo 
Macomber. 
The other East coaches include 
Terry Farmer of Lancaster and Gary 
Zelinski of Bridgeport. 
The game matching the state’s top 
seniors is sponsored by the Columbus 
Jaycees. 
Blalock Heads 
LPGA Field 


SUTTON, Mass. (AP) — Janie 
Blalock, the center of one of sports’ 
most bitter controversies in 1972, felt 
loose and unshackled today in teeing 
off in a field of 66 into tile Ladies PGA 
Golf Championship. 
“ I feel very free and very loose, like 
I’ve been unshackled,” the 27-year-old 
former Portsmouth, N.H. school­ 
teacher said Wednesday evenign in 
disclosing 
her 
one-year 
LPGA 
suspension has ended. 
“ My suspension was terminated on 
M i? 31,” Miss Blalock said. 
'Billie 
Jean King offered a toast to me at the 
time during our tournament last week 
at Las Vegas. 
“ Actually, I never was suspended as 
far as playing goes.” 
Miss Blalock was suspended by the 
LPGA a year ago for allegedly 
cheating while marking her ball for 
putts on greens during tournaments. 
She countered the suspension w ith a 
$5 million suit against the LPGA and 
its officers, obtaining a court in­ 
junction permitting her to play. 
After obtaining die injunction, Janie, 
playing before “hometown” fans, was 
runnerup to Kathy Ahern in the 1972 
LPGA Championship at the Pleasant 
Valley Country Club here. 


Let your money 
work for you ... 


W ith a Savin gs Account at the 
SCIOTO 
BUILDING t LOIN CO. 


157 W . M ain St. 


straight National League victory. 
In the other National League games, 
the Chicago Cubs defeated the Ix>s 
Angeles Dodgers 6-4; the Atlanta 
Braves beal the Montreal Expos 5-3; 
the Houston Astros nipped the 
Philadelphia Phillies 4-3 and the St. 
louis Cardinals scored a 6-3 decision 
over the San Diego Padres. 
Jose Cardenal drove in three runs 
w ith a two-run homer and sacrifice fly 
in Chicago’s victory over Los Angeles. 
Dodger ace Don Sutton lost to the Cubs 
for the 15th time in 18 career decisions. 
Sutton departed after four straight 
singles during a fourrun Chicago sixth. 
The winner was Burt Hooton, 6-3, who 
needed ninth-inning relief help from 
Jack Aker after giving up a homer to 
Willie Davis in a three-run Dodger 
ninth. The save was Aker’s Kith of the 
season. 
6 Americans 
Survive In 


Darrell Pavans and Dave Johnson 
each slugged two-run homers and Phil 
Niekro and Danny Frisella combined 
on a four-hitter to lead Atlanta past 
Montreal. 


Johnson s two-run shot in the eighth 
snapped a 3-3 tie for the winning runs. 
Bob Watson’s infield single in the 
10th inning gave Houston its victory 
over Philadelphia. Pinch-hitter Jimmy 
Stewart triggered the Astros’ winning 
rally with a walk off relief pitcher 
Barry Iorsch. After Jimmy Wynn 
struck out, Roger Metzger singled 
Stewart to third. 
Jesus Alou walked to load the bases 
before Watson singled home Stewart 
with the game-winning run. 
Ted Simmons’ third hit, a three-run 
homer, climaxed a five-run outburst in 
the fifth inning and red-hot St. Louis 
went on to beat San Diego behind Bob 
Gibson’s five-hitter. 
The Cardinals won their fifth 
straight game and 16th in the last 18. 
Gibson won his fourth game against 
six losses while loser Clay Kirby’s 
record dropped to 2-6. 
British Golf 
pro Track 


PORTHCAWL, Wales (AP) — Roger 
McManus, taking his first two-week 
vacation in nearly a quarter of a 
century, has put it to good use, moving 
through three rounds of the British 
Amateur Golf Championship. 
The 49-year-old businessman from 
Hartville, Ohio, 
is one of six 
America as left in this prestigious 
tournament. 
The 32 survivors also include 25 
Britons. An 18-year-old Brazilian, 
Jaym e Gonzalez, who has been 
burning up Royal Porthcawl’s 6,600- 
yard links beside the Bristol Channel, 
completes the list. 
Another American on a winning 
streak is Dale Morey, 54-year-old 
salesman who made it to the British 
semifinals in 1964. 
Morey played two matches Wed­ 
nesday and still was on the course for 
only three hours. 
“ I think age is no bar to good golf,” 
he said. “ You really start playing the 
game right when you reach the fif­ 
ties." 
The other Americans among the last 
32are Jack Beutler, Clarkston, Wash.; 
Dick Siderowf, Easton, Conn.; Tom 
Cuiligan, San Mateo, Calif., and 
Howell Van Gerbig, Palm Beach, P’la. 
Gonzalez, the teenage wonder from 
Brazil, shot a two-under-par 70 Wed­ 
nesday morning, then came back with 
a 68. 
He needed that 68 for a one up vic­ 
tory over Scotland’s David Robertson. 
Only three of the original eight 
Britons seeded as favorites for the title 
were left in the group of 32—Peter 
Moody, David Marsh and Rodney 
Foster. 


Season Ends 


NKW YORK (AP) - Mike O’Hara, 
founder of the International Track 
Association, looked ahead today to 
next season, while pronouncing the 
first pro track campaign “ a re­ 
sounding success.” 
The 1973 circuit ended Wednesday 
night with an ITA record long jump of 
27 feet, I inch by Henry Hines; a 
Garden record of 5.9 seconds in the 60- 
yard dash by Jean-Louis Rave- 
iomanantaoa, and a popular mile 
victory by Kip Keino. 
The major disappointment was the 
last-place finish of Jim Ryun in the 
mile. Ryun, the world outdoor record 
holder for the mile and 1,500-meters, 
winner of his nine previous ITA races 
and ll of 13 over-all, was loudly 
cheered by the crowd when he was 
introduced prior to the race. When it 
ended, he was showered with boos. 
Ryun was in second place early in 
the race, but quickly faded and 
finished a distant fourth in 4:11.9. 
Keino, the short, husky Kenyan ex-cop, 
burst into the lead with two laps 
remaining and won handily in 4:03.0. 
The victory capped a rather 
disappointing season for Keino, the 
two-time Olympic gold medalist who 
had to leave the tour temporarily and 
return to Kenya for personal reasons. 
Ryun termed the pro track venture 
“ a gamble for everyone.” 
“ I wanted to help get it off the 
ground,” he said. “ And I think I ac­ 
complished that. I’m really looking 
forward to next season.” 


Ohio River 
Radiation 
Denied 


CINCINNATI, Ohio (AP) - Two 
Ohio officials deny there has been an 
increase of radiation in the Ohio River 
and question a University of Pitts­ 
burgh scientist’s theory of resulting 
cancer here. 
John Cashman, Ohio health director, 
and Ira Whitman, head of the Ohio 
Environmental Protection Agency, 
recorded their findings in a letter to 
Cincinnati Mayor Theodore M. Berry 
Wednesday. 
The two refuted claims by Ernest 
Sternglass that radioactive wastes 
from a nuclear power station near 
Pittsburgh have caused an increase in 
the incidence of cancer in Cincinnati. 
They said that there has been a 
significant decrease in radiation in the 
river for the past ll years. 
Sternglass made the changes in a 
speech here before a group opposing 
construction of a nuclear power station 
upriver at Moscow, Ohio, by the 
Cincinnati Gas & Electric Co., the 
Dayton Power & Ught Co. and the 
Columbus and Southern Ohio Electric 
Co. 
The Ohio officials said Sternglass 
had not taken factors like age, sex or 
size of population he was studying into 
consideration when he formulated his 
theory. 
Sternglass’ reported that there had 
been a 24 per cent increase in cancer 
mortality here between 1958 and 1968. 


50-1 Shot W in n e r 


A t River D o w n s 


CINCINNATI, 
Ohio 
(AP) 
- 
Heavenly Hero, carrying 112 pounds, 
arid Copper Prize, 115, are favored 
today in the $2,600 featured eighth race 
at River Downs, over six furlongs. 
A 50-1 shot, lake Chapala, won the 
$4,500 featured ninth race Wednesday 
after Summer Frost was disqualified 
for interference. 
He paid $104, $28.60 and $8.60. An­ 
tedate placed paying $4.20 and $3.20 
and Fifty Bucks ran third for $3.40. 
The crowd of 3,914 bet $376,750. 
M is s D u sty Son 


W in s SD Feature 


COLUMBUS, Ohio (AP) - Miss 
Dusty Son paced the mile in 2:07 3-5 
Wednesday night to win the feature 
$1,400 race at Scioto Downs by a head 
from Lucky Lang. 
The winner returned $7.40, $5, and 
$3.80 while Lucky Lang paid $13.40 and 
$6.60. Mary Pat Hill placed for $5.40. 
The 4-8 daily double of Royal Flush 
and Dale L. was worth $35.20. 
Attendance was 4,931; the handle 
$239,527. 
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U se T he C la s s ifie d s 


ROOM SIZE 
AIR CONDITIONERS 
$ 
As Low As •••••••••••• 
STONEROCK’S TV 
M088 


124 E. M A IN ST. 


APPLIANCES 


474-4756 
VEGA. NOW 
ONE MILLION 
STRONG. 


DON’T M ISS THE “MILLIONTH VEGA” NOW AT 
HARDEN CHEVROLET 


This special hmited-edition Vega GT 
is lust Ike the millionth Vega that 
was produced in May The special 
bright orange exterior and distinctive 
inter.or tr.m give the millionth Vega 
a look all its own. Come in now 
See this sporty GT and all the other 
award-winning Vegas 


See what it s like to drive a winner 
VEGA 


MOBILE HOMEOWNERS POLICY 


A Broad Form Policy at a 
Low P ackage Premium 


Is Your M ob ile Hom e: 
— O w ner O ccupied? 
— At Least 30 Ft. Long? 


Then You Are Eligible for Protection Plus 
CALL 983-321 1 FOR A P P O IN T M E N T 
NEWMAN INSURANCE 
AGENCIES INC. 


317 Long St. 
Ashville, O. 
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Sneek-A-Peek 


AT BOOKS IN THE CHILDREN’S LIBRARY 


M ob Ran O hio Racetracks, Dayton Daily New s Says 


Bahar, that lovable elephant of 
children’s literature, has experienced 
many delightful adventures. Jean 
deBrunhoff writes the stories of Bahar 
in French, and they are translated and 
published in this country by Random 
House publishers. The library has just 
received new copies of four of these 
books. 
“The Story of Bahar” , the original 
Bahar book, tells of Bahar's birth, his 
first adventure in the city, his meeting 
with his friendly old lady, and his 
selection and coronation as King of the 
Elephants. It ends with his marriage to 
Queen Celeste, and their departure on 
their honeymoon. 
“The Travels of Bahar” tells what 
happens when Bahar and his bride are 
stranded on an island inhabited by 
cannibals. In this book, Babar’s quick 
thinking saves him from the cannibals 
Employes 
Honored 
At Orient 


Richard R. Bowser, personnel 
director at Orient State Institute, 
announced the awarding of state 
service pins to 169 employes with an 
accumulated total of 1,955 years 
service. 
Dr. Kenneth Gaver, director of State 
Mental Health and Retardation 
Department, spoke on the care of the 
mentally retarded and the part the 
employes play by their love and un­ 
derstanding toward the resident. 
Dr. Gaver presented Dr. Robert L. 
Frazier, superintendent of Orient, a 35- 
year service pin and Frank Cordray a 
30-year pin. Cordray is coordinator of 
education and training. Receiving 25- 
year pins were J. Carl Fitzgerald, 
Mary H. Funk, Sarah Kerschner, Julia 
Powell, Ida S. Tompkins and Orville 
Whiteside. 
The following employes from the 
Circleville area received service pins: 
Five Years—Mabel Clark, Grace 
Kiser, Doris Schooley, Fannie Van 
Dyke, Rosa Glitt, Charles Kuhn, Jim 
W. Sheets, Denver Webb, Evelyn 
Hanley, Norwin O’Conner, Robert 
Siniff. 
Ten Years—Bernice Byers, Otha 
Lewis, Mary P. Myers, 
Beatrice 
Young, John Cain, Bernice McCoy, 
Charles Picklesimer, Harry Young, 
Dora Crawford, Nora McDaniel, Nolen 
Van Fossen. 
Fifteen Years—Mildred Bowser, 
Ethel Hosier, Edgar Nungester, 
Clarence Coates, Ernest Minor, Floyd 
Cox, Rose Minshall. 
Twenty Years—Daphne Miller. 
O hio Senate 
Considers 
Budget Cuts 


COLUMBUS, Ohio (AP) - The 
Republican-controlled Ohio Senate is 
now getting down to specifics on how it 
plans to slash about $100 million from 
the $9.9 billion budget of Democratic 
Gov. John Gilligan. 


Chairman Max Dennis of the Senate 
Finance Committee said cuts are 
likely in the proposed, two-year ap­ 
propriations of the office of Atty. Gen. 
William Brown, the Department of 
Natural Resources, the Department of 
Mental Health and Retardation, the 
Environmental Protection Agency, 
and possibly others. 
Republican members of the Finance 
Committee have been huddling in 
private this week with other GOP 
officials on the budget, which is needed 
by July I when the state runs out of 
spending authority. 
Dennis, R-10 Wilmington, said exact 
figures have not been agreed upon and 
added: “ We want to get together on 
our position before we take it to the full 
committee.” 
Suggested cuts so far include taking 
about $5 million out of the attorney 
general’s budget of about $22 million 
and cutting the Department of Natural 
Resources from $52.6 million to $42.6 
million. 
Other proposals include reducing the 
budget of the Department of Mental 
Health and Mental Retardation from 
$416 million to $398 million, and re­ 
vising Gilligan estimates of revenue in 
the 1973-1975 biennium upward by 
about $45 million to $50 million. 
Some of the revenue adjustments 
would be based on lower projections of 
the size of the anticipated welfare case 
load. Others anticipated by the GOP 
would be upward revision of the 
amount the state expects to earn on 
investments. 


and from a number of other dangers. 
“ Bahar and his Children” tells of the 
problems Bahar and his bride en­ 
counter when they are blessed with 
triplets. The dangers these elephant 
babies fall into are far beyond the 
usual scope of childhood problems. 
. 
“ Bahar Visits Another Planet” is the 
newest book in this series. In this 
highly imaginative book, Bahar, 
Celeste, and their children are kid­ 
napped (or perhaps I should say 
elephant-napped I by a space ship, and 
taken to another planet. There they 
meet and make friends with a group of 
elephant-like creatures from another 
world. As always, their adventure ends 
in their returning happily to their 
home, their friends, and their old lady. 
“ Encyclopedia Brown Shows The 
Way” by Donald J. Sobol is a cleverly- 
written book of ten mysteries, each of 
which Encyclopedia Broun solves by 
recognizing a hidden clue. The reader 
is allowed to read about the mysteries, 
and try to figure out how Encyclopedia 
Brown solved it before looking in the 
back of the book for the answer—the 
hidden clue. This book is an exercize in 
using your brain, and a test to see how 
closely you understand what you read. 
Mystery story lovers would enjoy 
trying to out-guess Encyclopedia 
Brown. 
We also have new paper-back books 
of two other Encyclopedia Brown 
mysteries. They are entitled, “ En­ 
cyclopedia Brown Tracks Them 
Down” , and “ Encyclopedia Brown 
Saves The Day” . These books are 
illustrated by Leonard Shortall. 
Series such as these add a lot of fun 
to reading. When you become 
acquainted with a particular character 
or hero, it is interesting to continue 
reading about him in other books. 


Forecast 


FORECASTS 
OHIO 
Partly cloudy north, clear elsewhere 
over the state through Friday. A 
chance of showers north late Friday. 
Ixjws tonight in the mid to upper 50s. 
Highs Friday from the mid 70s to low 
80s 
NORTHEAST INI.AND 
NORTHWEST INI.AND 
Partly cloudy tonight. I x j w s in the 
mid to upper 50s. Variable cloudiness 
with a chance of showers Friday. 
Highs in the upper 70s. 
CENTRAL 
WEST CENTRAL 
EAST CENTRAL 
SOUTHWEST 
SOUTHEAST 
Gear through Friday. Lows tonight 
in the mid to upper 50s. Highs Friday 
in the upper 70s and low 80s. 


Ohio Extended Outlook (Saturday 
through Monday) 
A chance of showers, mainly on 
Saturday. Highs in the mid and upper 
80s and lows in the upper 50s and low 
60s. 


OHIO WEATHER SUMMARY 
Improving weather moved into Ohio 
Wednesday night with mostly sunny to 
partly cloudy conditions expected to 
prevail over the state Thursday. 
There was some dense fog in some 
sections of Ohio around sunrise, but 
most burned off quickly after dawn. 
No precipitation is expected in the 
state Thursday, the National Weather 
Service said. 
Temperature readings Thursday 
morning were mainly in the 50s and 
are expected to range from the upper 
60s and lower 70s during the day, in the 
vicinity of the cooling waters of lake 
Erie, to the upper 70s and lower 80s 
elsewhere in the state. 
Some rainshowers may move into 
the northern counties late Friday and 
over most of the remainder of the state 
on Saturday, with a continued war­ 
ming trend towards the weekend. 


K O f P C on d ucts 


M e m o ria l Services 


James A. Riley, chancellor com­ 
mander of Philos I/Odge 64, Knights of 
Pythias, announced Memorial Ser­ 
vices were conducted Monday with 
Clarence Radcliffe as director. 
Ronald Nau was the deceased 
member this last year. The next 
regular meeting will be conducted July 
2. During the summer the lodge meets 
once a month. 
The annual steak fry and corn feed 
will be July 9 at the residence of R. S. 
Denman, 225 Northridge Road. In case 
of rain it will be in shelter house at Ted 
I>ewis Park. All members are urged to 
attend and bring their own table 
service. 
Raymond Reichelderfer, Clarence 
Radcliffe and Frank Woodward Jr. 
will serve as cooks for the event. 


DAYTON, Ohio (A P) - The Dayton 
Daily News, in another of a 10-part 
series on Emprise, the sports con­ 
cession holding company, today 
claimed Cleveland crime syndicate 
money controlled both River Downs 
and Thistledown race tracks from 
about 1936 through the 1940s. 
“ Louis M. Jacobs and his Emprise- 
Sportservice concession conglomerate 
grew and expanded in Ohio race tracks 
hand-in-hand with organized crime,’’ 
the newspaper said. 
During the time gangster money 
reportedly controlled two major Ohio 
race tracks, the newspaper continued, 
“ Emprise-Sportservice was a stock­ 
holder in both tracks, a moneylender 
to crime syndicate figures and a 
participant in under-the-table trans­ 
actions to conceal the true ownership 
of the tracks.” 
The story was the fifth of the 
copyrighted series by reporters Gene 
Goltz and Jay Smith, who researched 
for IO months. 
The story today concentrated on 
River Downs track at Cincinnati, 
which the newspaper said was opened 
July 6, 1925, by members of the New 
York mobs. 
“There was an unbroken string of 
questionable ownerships of River 
Downs from the year it was formed 
until (A .J.) Andreoli (Akron real es­ 
tate developer) bought it in 1965,” the 
Cincy Abortion 


Clinic To Open 


CINCINNATI, Ohio 
(API - A 
Miami, Fla., man plans to open Cin­ 
cinnati’s first abortion clinic later this 
month. 


Operators of such a clinic in nearby 
Covington, Ky., meanwhile, have 
appealed a court-ordered eviction. 


Sean Gunning, 23, said he now 
operates clinics in Miami and 
Clearwater, Fla. He plans clinics also 
in Atlanta, Ga., and Birmingham, Ala. 
He expects the new Cincinnati 
Women’s Services clinic to open here 
July 16 or 23, depending when the 
building is ready, he said. 
Joe Blame, operator of an abortion 
clinic in Covington, Ky., called 
“ Choice,” has filed an appeal to an 
eviction notice issued in Kenton 
County Court last week. 


The Coast Guard says irrespon­ 
sibility of operators accounts for tin* 
highest number of accidents in 
pleasure boating. 


newspaper said, “ a full 30 years in 
which hidden forces prevailed and 
neither the public nor the State Racing 
Commission knew exactly who owned 
the track. 
“The only other constant factor in 
this 30-year history was the presence 
of Emprise-Sportservice, or its 
predecessor companies and their 
owners as concessionaire and money­ 


lender.” 
The paper traced various shifts in 
ownership from the original owner, 
William Vincent (Big Bill) Dwyer of 
New York, through Arthur (Dutch 
Schultz) Flegenheimer to what the 
newspaper called the leaders of the 
Cleveland syndicate, Moe Dalitz, Louis 
Rothkopf, Morris Kleinman and Sam 
Tucker. 


That was in 1936 and the newspaper 
commented: “ It may have been only 
coincidence, but the fact is that the two 
Emprise-Sportservice subsidiaries 
that had the concessions and loaned 
millions of dollars to the state’s two 
major race tracks, River Downs and 
Thistledown, were formed in the same 
year (1936) that the Geveland syn­ 
dicate took over both tracks.” 


S h e r w in -W il l ia m s 
Q U A L I T Y P A I N T S A T E V E R Y P R IC E 


U S S . COURT ST. — 474-3080 
DISCONTINUED PAINT 


Volo* to 
$5.5* 


SALE 
LN D SEM I 
$000 


LATEX A N D SEMI-GLOSS 


Per Gal. 


Casa Grande 
$C95 


Bold, Sheared Pattern in Plump 
Kodel Yarn. Available in 12’ and 
15' Widths in Gold or G ree n .... 
Sq. Yd. 
WARDELL’S CARPET & RUGS 
1260 N. Court St. 
474-2865 


TRUCKLOAD SALE 


Real Bargains... Real Savings... Real Values 


ON WESTINGHOUSE 
EXTRA ROOM AIR CONDITIONERS 


WESTINGHOUSE 
Guaranteed Cool 
This summer, if you buy a new Westinghouse 
Room Air Conditioner, and it breaks down anytime 
this year — we'll loan you one within 24 hours, if 
we can't fix yours right on the spot. 
POWERFUL 


W eig h s O nly 59 Lbs. 


O p e ra te s on l l 5 Volts, 7.5 Am ps 


Controls For High and N ight Cool, High and Low Fan 


Rust-Proof Alum inum W rap p er 


Installs In W indow s Up To 42-Inches W id e 


Includes Zip Kit 


5000 B.T.U. 
COMPACT ROOM 
AIR CONDITIONER 


Vt'0® 
*0**99 


MAC’S GOODYEAR 


113 E M a in St. 


D. E. M cD onald , O w n e r 
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TWO i i i ;ADS BETTER THAN ONE — A rare two headed 
fish is on display at Marineland of the Pacific, Palos Verdes, 
Calif It is a 2-inch Molly purchased from a private c o ac to r. 
Both heads are functional. 


Realtors W ant M o re Pow er 


For Real Estate Com m ission 


COLUMBUS, 
Ohio 
(AP) 
Representatives of Ohio’s real estate 
industry want “more clout” for the 
Ohio Real Estate Commission (ORBC) 
and better education program s to 
upgrade their profession and protect 
the public. 


Officials from state and local real 
estate boards made these recom­ 
mendations Wednesday before a five- 
member committee appointed by Gov. 
John Gilligan to examine real estate 
licensing practices. 


(tov. (hillman named the panel after 
disclosures that former Republican 
Gov. James Rhodes and others were 
given oral and special tests before 
receiving real estate licenses. The nor­ 
mal exam, administered by the OREC, 
is a six-hour written test. 


'U h* board members recommended 
the OREC ban all but the written 
licensing exam for salesmen and 
brokers, except in cases of physical 
disability or emergency. 
Jam es 
Spats, 
executive 
vice 
president of the Ohio Association of 
Real Estate Boards, said this would 
eliminate “frivolous” requests for 
Clevela nd ers W orry 


A b o u t W ireta p p ing 


CLEVELAND, Ohio (AP) — Ap­ 
parently motivated by the Watergate 
investigation, 
m ore 
and 
more 
Clevelanders reportedly have asked 
the telephone1 company to make cer­ 
tain their phones are not tapped. 
Officially, the Ohio Bell Telephone 
Co. declines to confirm the report, 
although 
phone company 
officials 
concede privately that the publicity 
surrounding the Watergate bugging 
attempt has brought a sizeable in­ 
crease in the number of phones check­ 
ed for bugs. 


O h io Prison S y s t e m 


To Be C o m p u te riz e d 


COLUMBUS, Ohio 
(AP) 
— A 
$550,(HK) grant in federal Omnibus 
Crime Control funds has been awarded 
to 
the 
Ohio 
D epartm ent 
of 
Rehabilitation and Correction for a 
com puterized 
correctional 
in­ 
formation system. 
The system will consist of one 
central data bank with input terminals 
at each correctional facility and will 
provide information to diagnose and 
prescribe treatm ent programs for 
inmates. 


exceptions and guarantees equal 
treatm ent. 
He said he did not accuse the OREC 
of 
wrongdoing, 
only 
“ poor 
judgement.” 
OREC members testified Tuesday 
they used “discretionary authority” in 
administering the oral and written ex­ 
aminations. 
Almon Smith of Cleveland and 
Stanley Dybvig of Dayton told the 
panel their boards have been unable to 
self-police members because of the 
OREC’s weakness. 
State commission mem liers said 
Tuesday they have been unable to have 
licenses suspended or revoked. They 
contend the ineffectiveness is due to a 
series of assistant attorneys general 
acting as their counsels. 
Ford Plants 
Switch To 


M etric 


CLEVEIiAND, Ohio (AP)— Ford 
Motor Co. plants in lim a and suburban 
(Ieveland have had few problems in a 
switch that makes major use of metric 
measurements, according to 
Ford 
officials. 
Both plants have begun |>roduction 
of a four-cylinder 2.3-liter (140 cubic 
inches) engine, 
to be standard 
equipment in tile 1974 Mustang II and 
optional in the 1974 Pinto, Ford said. 
“Quite frankly, we overestimated 
our problem s/* said Thom as J. 
Feaheny, general manager of Ford’s 
engine division. “We learned that the 
problems were mainly education and 
know-how. 
“With good training and attention to 
detail, we were able to resolve the 
metrication problem without major 
difficulty,’* he said. 
“The 
greatest 
problem 
we en­ 
countered," said division Operations 
Manager VI*. Masi, “was to get 
jKTSons thinking in m etric terms. 
“Once that hurdle was passed, the rest 
was easy.” 
General Motors also has announced 
it would begin a shift to the metric 
system, beginning with new products. 


YELIjOW SPRINGS, Ohio (AP) - 
Students and faculty at Antioch 
College met Wednesday to formulate 
long-term plans for accomplishing 
their 
dem ands 
for 
guaranteed 
financial aid and reinstatement of ex­ 
pelled students and fired faculty. 
After a seven-week strike 
by 
students failed 
to 
get 
the 
ad ­ 
ministration to accept the demands 
students have decided to consider a 
tuition strike this summer to push for 
their five-year guarantee. They have 
asked the administration to allow 
peers to judge the students and faculty 
removed because of alleged strike 
activity when their appeal hearings 
come up. 
About 
150 students and faculty 
members rallied Wednesday in sup­ 
port of the 20 expelled students and 
seven fired faculty members. The 
meeting was low in key, mild in 
rhetoric and carried no hint that the 
students may be considering any new 
offensive. 
At an evening meeting about 50 
students decided 
to continue 
the 
dispute 
with 
the 
college 
by 
en­ 
couraging students coming on campus 
for the summer term to withhold 
tuition and to continue an information 
campaign about what the strikers’ 
objectives are. 
Students closed the school for almost 
50 days until a court injunction last 
week reopened it. Classes resumed 
Monday. 
Townspeople are carefully watching 
developments on campus. 
The weekly Yellow Springs News, 
Recorder Lists 


M ay Report 


A total of 340 recordings were por- 
cessed in the office of Pickaway 
County Recorder Hazel Yeatts during 
the month of May. 
The recordings processed consisted 
of 155deeds; 110 real estate mortgages 
involving monies of $2,798,196.63; and 
75 miscellaneous recordings. 
Real estate mortgages conceded 
totaled 81. Money involved amounted 
to $1,901,811.21. Included in the 
workload was the filing and processing 
of 213 financing statements. 


The Caspian Sea, 143,550 square 
miles, is actually a lake on the Asia- 
Europe continent. 


which serves 5,000 residents, wrote in 
an editorial “ Antioch College cannot 
function with all its present student 
body, faculty and administration here. 
People who won’t work with those who 
are left will have to be kicked out.” 
Grand Jury 
Probe Rocks 
Disc Industry 


NEW YORK (AP) - The record 
industry is shuddering as reports 
surface of payola, drugs, an organized 
crime connection and misuse of funds. 
A federal grand jury and offices of 
district attorneys in Manhattan and 
IiOs Angeles are looking into the music 
business. One recording industry 
figure has fallen, and people in the 
field see troubled days ahead. 
“The reports say all record com­ 
panies are being quietly investigated. I 
believe that is going to happen,” said 
Herb Helman, head of public relations 
for RCA Records. “ At this point, I 
think every company should take a 
very low profile.” 
The payola scandals of the late 1950s 
rocked the music world with public 
revelation th at record com pany 
promotion men used money, liquor and 
free vacations to convince disk jockeys 
to play their records. Such exposure 
can increase sales. 
The record companies and broad­ 
casters insist such practices have 
ceased. But some reports indicate they 
persist with a new twist: cocaine and 
marijuana are sometimes the in­ 
ducement now. 
How widespread such activities are 
cannot be stated. But payola on a 
grander scale was reported this week 
by sources close to a federal grand 
jury meeting in Newark, N.J. 
Those sources said David Wynshaw, 
until two months ago director of artist 
relations for Columbia Records, told 
members of a federal Organized 
Crime Strike Force that the company 
budgeted $250,000 a year for payoffs to 
promote Columbia’s stable of black 
pop and rock singers. 
Wynshaw said part of the money 
went to bribe the publishers of weekly 
tip sheets that supposedly keep radio 
stations informed of the latest “hot” 
records and part of it went to black 
disk jockeys, the sources said. 


The Season Is Here For 
MOTORCYCLES 


VV* h av® insurance for just about any kind, type, or six* motorcycle you 


m ight have. A n d this year our rates have been reduced to give the 


sam e coverage but at a lower cost. Stop in and check out our program 


— it m ight cost less than you think to protect yourself and your 


motorcycle. 


HUMMEL & PLUM INC. 
INSURANCE 


your Independent 
Insurance J agent 


• c o o v a t y o u R a f t 


I 16 W. Franklin St. 


THE SERVICE A G E N C Y " 


Phone 474-3135 


UNLIMITED 
SOFT 
WATER 
365 days a year 


For better w ashing, 
cleaning, shampooing. 
Total c o n v e n ie n c e . 
Rent or buy an efficient 
L I N D S A Y softener. 


474-2697 


D O U G H ERTY’S 
r 
LINDSAY 


The administration and students 
“must begin to work in harmony,” the 
editorial said. 
News editor Eleanor Switzer, who 
has spent 32 of her 58 years in Yellow 
Springs, said, “If we have to do 
without Antioch, it would be a great 
loss. 
“The strike has caused a cleavage. 
People just don’t go on campus 
anymore. There used to be more town- 
campus interaction. 
“I think it’s part of the national 
W arning Issued 


Against Carrying 


Extra Gasoline 


WASHINGTON (AP) - Carrying a 
can of extra gasoline in the car trunk 
may help beat the gas shortage, but it 
could also be fatal, says a federal fire 
expert. 
Richard E. Bland, chairman of the 
P resid en t’s Commission on F ire 
Prevention, said such 
a 
practice 
“would be almost like having a bomb 
in your trunk waiting for something to 
ignite it.” 
Bland said he understood some 
gasoline com panies have recom ­ 
mended carrying the extra gasoline as 
a means of beating the fuel shortage. 
“We categorically oppose this,” he 
said, explaining that fumes from such 
a container could spread through the 
car and be ignited by a cigarette. He 
also said the can could be punctured in 
an accident “and people could be 
trapped in an inferno.” 


picture between the ‘h aves’ and 
havenots.’ The minorities (recruited 
in 1970) brought all their feelings and a 
cleavage of neglect and how they 
operated in the ghetto, in an at­ 
mosphere of distrust,” she said. 
“I’ve seen a change from a small 
school where the honor system 
worked, where everybody was good 
friends and neighbors to a place where 
there just isn’t the spirit of com­ 
munity. There isn’t a common goal. 
“Antioch still has an interest in the 
oppressed, poor, social m inority 
groups. There isn’t an agreement on 
methods. There isn’t a commitment 
for non-violence,” she said. 


This advertisem ent 
is 
neither an offer to sell nor 
a solicitation of offers to 
buy any of these securities. 
The offering is made only 
by the prospectus. 
Authorized principal 
amount: 
$100,000.00 
by the NORTHRIDGE 
CHURCH OF CHRIST 
7% Income Revenue (cou­ 
pon-type) Bonds in de­ 
nominations of $100.00, 
$250.00, 
$500.00 and 
$1000.00. Interest payable 
semi-annually. 
Copies of the prospectus 
may be obtained from: 


NORTHRIDGE 
CHURCH OF CHRIST 
578 Northridge Road 
Circleville, Ohio 43113 


Root 
$4.50 
Month 


Buy 
A s L ow os 
$1 59 50 


A M — 
, 


W U C U A T E * 
V 
K 
- 1 0 0 V 
^ i f l 


m u m s - 0H l 


On every 
gallon 
you buy! 


Regular 
$10.65 gal. 


BUT YOU PAY 
ONLY $^65 


A brilliant, stunning white or choice of 24 fabulous 
Trendition House Custom Colors! 


■ The ultimate in one-coat, latex house paint 
■ Guaranteed One Coat when used according to 
directions 
■ Non-chalking — may be used on body of your home 
or as a trim paint 
■ Recommended for wood siding, trim, shakes, 
shingles, unglazed brick, stucco or cement 


O n every gallon of this brilliant, sparkling, 
gloss white house paint! 


Reg. $10.65 gal. 
YO U PAY ONLY 


■ The best oil base house paint money can buy 
■ One coat beauty, protection, and super durability 
■ Non-chalking — may be used on body of your home 
or as a trim paint 
■ Exceptional hiding 


on.B».ser*oo 
f i t 
vK-aooWT\a * 


'tyhie''Horned 
///... 
(jlftet 
item ed JifeedSJH 


PAINTS 


TOP OF THE 
DUTCH STANDARD LINE 


One Mile North on Old Rf. 23 


FORECAST FOR FRIDAY, JUNE 8, 1973 
Television Schedule 
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CARROLL RIGHTER'S 
TIOROSCOFE 


from th® Carroll Rightar Institute 


\ \ 
\ / 
GENERAL TENDENCIES: The morning finds 
y °u upset about not being able to do perfectly 
the work you are doing, but persevere Afternoon and evening 
ring to light all kinds of arguments or discussions with others 
that you would be wise to avoid by refusing to argue. 


ARIES (Mar. 21 to Apr. 19) Get that dull work done early 
and be sure to use diplomacy in handling any problem that 
crops up later in the day. This may be rather a difficult day, 
but take things in your stride. Avoid an overly talkative person 
in p.m. 


TAURUS (Apr. 20 to May 20) Your chance for having 
recreation does not materialize, so get busy on whatever is 
important, whether of a creative or practical nature Take it 
easy tonight and renew your energies. Read some 


GEMINI (May 21 to June 21) Look about your home and 
see what improvements should be made there and get busy on 
them 
Try to keep steady and not lose your temper with 
others. Go over reports for possible errors 


MOON CHILDREN (June 22 to July 21) Work in the 
outside world can be nerve-racking and it’s not much better at 
home, but keep your cool Do whatever you can to relieve 
tensions. Plan tonight for tomorrow’s activities so they go 
smoothly. 


LEO (July 22 to Aug 21) Give as much attention as you 
can to some problem you have to solve in the a rn Later reach 
a 
b e tte r 
understanding with a troubled 
fellow-worker 
Associates come to your aid financially 


VIRGO (Aug 22 to Sept 22) If you attune yourself better 
plan etary , you come out of that slough of despondency you 
have been in for some time, get much done Make yourself 
look charming and then ask favors of others Use tact 


LIBRA (Sept. 23 to Oct 22) Morning is best time to handle 
small accumulated tasks and then cut down tensions with 
others. Plan how to take care of personal matters wisely, as 
soon as they come up 
Do nothing that keeps you from 
progressing 


SCORPIO (Oct. 23 to Nov. 21) You are in a bad mood and 
could take irritation out on a good pal, so avoid this Solve 
that problem wisely later on A new attitude can help you gain 
that personal aim easily now. Relax tonight 


SAGITTARIUS (Nov. 22 to Dec. 21) Career matters should 
be handled well in a m. so that you need not worry about 
them, then investigate some new outlet Find out what a 
bigwig wants early, then carry through in a fine manner Make 
big headway. 


CAPRICORN (Dec. 22 to Jan 20) You have fine ideas but 
it is not the best time to put them in action, so concentrate on 
other matters and you have time free for them later on 
Intuition is not working well. Don’t follow it 


AQUARIUS (Jan. 21 to Feb. 19) Either pay or collect some 
important bill in a.rn , then be with an associate to solve some 
joint problem. A little time away from another partner will 
relieve tensions easily Study some tonight 


PISCES (Feb 
20 to Mar. 20) You understand what an 
associate has in mind but don’t voice that idea as yet until you 
have studied it further. Handle outside affairs carefully, or 
there can be real trouble. Think constructively. 


IF YOUR CHILD IS BORN TODAY . 
he or she will be 
one of those delightful young people who can solve problems 
easily, but teach early to get right at the real issues and the 
crux of the matter instead of just rushing in pell-mell and 
working at tangents; otherwise he or she will make a big 
production of them and not get good results quickly Give as 
fine an academic education as you can, since there is much 
love of study here. Sports are excellent here 
“The Stars impel, they do not compel ” What you make of 
your life is largely up to YOU! 


by T H O M A S JOSEPH 


ACROSS 
I. Nonsense! 
5. Misrepre­ 
sent 
IO. In motion 
12. — Astaire 
13. Tough 
boss 
(2 wds.) 
15. Dwelling 
16. Dolt 
17. Distaff 
GI. 
20. Agree 
ment 
24. Of air­ 
craft 
25. Avoiding 
changes 
(2 wds ) 
27. Heroic 
narrative 
28. Type of 
smile 
29. Orb 
50. Hovel 
51. Shirt 
fabrics 
36. Repay in 
kind 
(3 wdk.) 
99. Baffle 
49. Reached 
effectively 
(2 wds.) 
41. Fabric on 
altars 
42. Sulk 


DOWN 
1. Done with 
2. Cav or 
holm 
I. — Kenton 
4. Bee’s 
place 
5. Farm 
struc­ 
tures 
4. Redact 
7. IOO 
atotinki 


8. Suffix for 
infant or 
miss 
9. Poetical 
adverb 
ll. Return to 
custody 
14.In dire 
need 
17. Cried 
18. Irish ex­ 
clamation 
19. French 
statesman 
20. Harte­ 
beest 
21. Remain 
22. Wise 
23. Spanish 
queen 
24. In the 
bygone 
years 


W a c k 
a c r e 
c l o d ) 


l i f v i E 
S E M P E ! 
L A Y E 
A C H 
IL A P I 
E L E C T 
c h e b m o n e t M 
kTo a B 
a r t M o I a 
E N R A G E l E D OM 
R E T ! N A 
| l I V E 
MA t B k e Ie -N 


26. Remarking 34. “— Brute” 
30. Resort 
(2 wds.) 
31. Eliot's 
35. Vaccination 
"Adam 
(colloq.) 
19 
36. Colloidal 
32. Exchange 
substance 
(var.) 
37. High priest 
33. Josip 
38. Wine 
Broz 
barrel 


6-7 


D A IL Y C R Y P T O Q U O T E - H e r e ’s how to w ork it: 
A X T D L B A A X R 
la 
L O N G F E L L O W 


One letter simply stands for another In this sample A is 
used for the three L’s. X for the two Os. etc. Single letters, 
apostrophes, the length and formation of the words are all 
hints Each day the code letters are different 


CRYPTOQUOTES 


V H 
E G O 
R F U 
G C K 
KG 
Y U I O F V S U 


K W U 
K F C K W , 
Z U R A U 
U Z U N R P O U 
KG 


K W U 
K R V Z G F —R Z S U F K 
U V P I X U VP 


Yesterday's Cryptoquote: THE CLEARSIGHTED DO NOT 
RULE THE WORLD. BUT THEY SUSTAIN AND CONSOLE 
IT.-AGNES REPPL1ER 
(© 1973 Kin* Future* Syndicate, Ine.) 


4:00 
(4) 


( 6 ) 
(IO) 
(34) 
4:30 
(4) 
( 6 ) 
5:00 
( 6 ) 


(34) 
5:30 
(34) 
6:00 
(4) 
( 6 ) 


(IO) 
(34) 
6:30 
(4) 


( 6 ) 


THURSDAY 


Phil Donahue 
Huck And Yogi 
Movie 
Sesame Street 


Merv Griffin 
F Troop 


Here Come The 
Brides 
Mister Rogers 


Electric Co. 


DeMoss Report 
Truth or 
Consequences 
Eyewitness 90 
Golden Voyage 


NBC Nightly News 
ABC Evening 
Report 
Garden 
Almanac 


FRIDAY 
4.00 
(4) Phil Donahue 
(6) Huck and Yogi 
(IO) Movie 
4:30 
(4) Merv Griffin 
(6) Here Come The 
Brides 


Tiger 
by Bud Blake 


5:00 
(34) 
5:30 


( 6 ) 
(34) 
6:00 
(4) 


Mister Rogers 


Miniature Golf 
Electric Co. 


DeMoss Report 
(6) Truth or 
Consequences 
Eyewitness 90 
Homewood 


(34) 


7:00 
(4) Beat the Clock 
(6) News 6 Evening 
Report 
(34) Hathavoga 
7:30 
(4) See You In Court 
(6) To Tell The Truth 
(IO) Wild Kingdom 
(34) Kaleidoscope 


8:00 
(4) Ironside 
(6) Mod Squad 
(IO) The Waltons 
(34) Movie 
9.00 
(6) Kung Fu 
(IO) Movie 


9:30 
(34) Just Jazz 
10:00 
(4) No One’s Fault 
(6) Streets of San 
Francisco 
(34) World Press 


10:30 
(34) Interview’ 
ll OO 
(4) DeMoss Report 
(6) News 6, Night 
Report 
(IO) Eyewitness 
Final 
1 :(41 K arate 
ll 30 
(4) Johnny Carson 
(6) Jack B aar 
(IO) Movie 


TH I KSDAY MOVIES 
4:00 (IO) “ John Goldfarb, 
Please Come H om e” 
9:00 (IO) “The Last of The 
Secret Agents” 
11:30 (IO) “T hat L ady” 


(IO) 
(34) 
6:30 
(4) NBC 


( 6 ) 
7:00 
(4) 
( 6 ) 


Nightly News 
ABC Evening News 


Beat the Clock 
News 6 Evening 
Report 
(34) Yoga 
7:30 
(4) Young Dr 
Kildare 
(6) To Tell the Truth 
(34) Wall 
Street 
Week 
8:00 
(4) Sanford And Son 
I ) Brady Bunch 
(IO) Movie 
(34) Week In Review 
8:30 
(4) Little People 
<6) Partridge 
Family 
(34) Naturalists 
9:00 
(4) Circle of Fear 
(6) Room 222 
(34) Theatre 
9:30 
(6) Odd Couple 
10:00 
(4) Bold Ones 
(6) Love. American 
Style 
(IO) Bay of Naples 
(34) Speaking Freely 
11:00 
(4) DeMoss Report 
(6) News 6 Night 
Report 
(IO) Eyewitness 
Final 
(34) Karate 
11:30 
(4) Johnny Carson 
(6) In Concert 
(IO) Movie 
I OO 
(4) Midnight Special 
FRIDAY MOVIES 
4:30 (IO) “Tom ahaw k” 
(BW) 
8:00 (IO) 
“ A nastasia” 
1 1: 3 0 ( I O) “ T h e 
T i m e 
T ravelers” 
1:15 (IO) “ De vi l 
B a t ’s 
D aughter” 
Views On Television 


NEW YORK (AP) - The 
CBS Television network says 
it 
has 
hired two 
noted 
educators, Ors. Gordon Berry 
and Roger Fransecky, as 
consultants on children’s 
programming. 
'The duo, described by CBS 
as specialists in educational 
planning for children, say 
they’ll advise CBS in all 
aspects, from concepts to 
commercial content. 
However, 
their 
ap­ 
pointment draws only a cool 
wait-and-see attitude from 
the highly vocal group called 
Action 
for 
Children’s 
Television 
(ACT), 
a 
M assachusetts 
- 
based 
citizens’ organization. 
The group recently asked 
the Federal Communications 
Commission to 
ban 
all 
commercials from kid shows 
on television. 
“I see it (the Berry-Fran- 
secky appointment) as an 
interesting sign,” said ACT’s 
executive director, 
Mrs. 
Evelyn Sarson. That was her 
only comment. 
Fransecky, 
of 
the 
University of Cincinnati, said 
he felt it wasn’t feasible for a 
commercial network to air 
children’s shows without 
advertising because of the 
cost of the shows. 
CBS says the average cost 
of each half-hour animated 
program—it has nine in its 
Saturday morning lineup next 
fa ll- is $60,000. 
Berry, of UCI.A, declined to 
say if he thought com- 
m ercialless 
kid 
shows 
feasible because ‘‘I really do 
not feel competent at this 
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Dr. Kildare 
by Ken Bald 


WHAT'S THE ^ SHARON'S GONE ' I 
MATTER...F / STOPPED BY TO CHECK ... / 
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Blondie 
by Chic Young 
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point 
to 
deal 
with 
the 
economic question. 
I <ast season Berry headed a 
panel of educators that ad­ 
vised 
on 
comedian 
Bill 
Cosby’s “Fat Albert” cartoon 
series on CBS. 
Fransecky said he feels 
that he and Berry, as CBS 
consultants, must study the 
“total package” of children’s 
programming, 
including 
“how 
we 
cluster 
com ­ 
mercials, how we plan them, 
where they fit. 
“I think it transcends the 
issue of ‘commercials yes, 
commercials no,’ and it gets 
at the issue that in one sense 
is a 
fact of life of 
the 
medium,” he said. 
Both educators said their 
work would include con­ 
ferring with producers and 
writers 
of 
children’s 
programs, looking at their 
scripts and proposals, and 
sending critiques and sugges­ 
tions to CBS. 
And, as Fransecky put it, 
neither of them intends to be 
the type of consultant “who 
blows in, blows off and blows 
out.” 
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Beetle Bailey 
by Mort Walker 
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Classifieds l . Special Notice 
4, Business Service 
4. Business Service 
4. Business Service 
4. Business Service 
7. Female H«'p 


Phone 474-3131 
Per word for I insertion 
10c 
(Minimum charoes Si 25] 
Per word tor 3 insertions 
20c 
, (Minimurri IO words) 
'Per word tor 6 insertions 
77c 
(Minimum IO words) 
Per word for 24 insertions 
64c 
(4 weeks) 
(Minimum IO words) 
ABOVE 
RATES 
BASEO ON 
CON 
SECUTIVE DAYS 
Classified word Ads will be accepted 
until 
12 
noon 
previous 
day 
for 
publication the following 
day 
The 
publisher reserves the right to edit or 
reject any classified advertising copy 
Error in Advertising 
should be reported immediately 
The 
Circleville Herald will not be respon 
sible for more than one incorrect in 
serf ion 


I. Card of Thanks 


We wish to extend our sincere thanks 
and appreciation for 
the kindness, 
sympathy and beautiful floral offerings 
during the loss of our dearly beloved 
wife 
and 
mother, 
Lillian 
Grover 
Special thanks to the Porter Funeral 
Home and Rev Ken Chapin 
The Arthur Grover family 


I wish to express my sincere thanks 
to all who were so kind while I was in 
Riverside 
Hospital, 
and 
since 
my 
return home 
For the visits, flowers, 
gifts, cards and prayers And for the 
help my daughter received from our 
friends here in Circleville To all my 
deepest gratitude and God's blessing 
Mrs Ronald Nau 


2. Spaciol Notice __ 


H AND HC B Sales, 426 E Union St , 
474 aas; New and Used Citizen Band 
Radios, and accessories Open IO OO to 
8 30 
daily 
Now 
selling 
Johnson, 
Pearce 
Simpson, 
Courier 
and 
Midland See us for business band 


WE buy and sell antiques, one piece or 
estate, also appraisals 
Roe Crites 
Antiques 983 3A21 


BUYING and selling antiques by the 
piece or estate Also convert oil lamps 
to electric, repair small appliances 
163 W Franklin 474 S99S 


GARAGE Sale Friday and Saturday 
9 ? 195 Meadow Drive (behind Prairie 
Lanes) 


YARD Sale Ludwig Drive. Jefferson 
Addition Friday and Saturday, 9 till A 


YARD 
Sale 
A08 
S 
Scioto 
Street 
Thursday and Friday 9 4 


YARD Sale Friday and Saturday, June 
8 and 9 
Clothing, sewing machine, 
miscellaneous 1188 Atwater 


YARD 
Sale 
June 
8 9 
Cambridge 
Place, Knollwood Village Basketball 
goal, 
drum 
set, 
punching 
bag, 
weights, motor bike, Clothing, misc 


GARAGE Sale, 9 A 
1900 Chippewa 
Thursday, Friday, Saturday 


BACK Yard Sale 
333 E 
Franklin, 
Friday and Saturday, 10 6 


YARD Sale 
647 E 
Mound 
Friday, 
June 8 


GARAGE Sale, 45A Brown Street June 
7, 8, 9 9 7 


FATHER'S Day Special 
New swivel 
rockers In velvets and large recliners 
in vinyl, only SA9 95 Cash and carry 
Chillicothe Recovery 372 East Main 
Street, 
777 4040 
(Just under 
Main 
Street overpass) 


GARAGE Sale 2035 Sioux Dr 
Friday 
10 4 Baby clothing, household, misc 


CHARLES O Davis, now with C 
B 
Used Furniture, 135 E Franklin, 474 
3641 9 OO 
A OO, Monday 
Saturday 


PICK strawberries at Conrad Gardens 
A 
half 
mile 
north 
of 
Ringgold 
Ringgold Northern Road 


YARD Sale 
736 S 
Washington St 
Thursday and Friday 
Avon bottle, 
some furniture IO till dark 


(A P POR 3 Sale 
t riday, 9 to 9 and 
Saturday 9 to 4 404 Stella Avenue 
Children and adult clothing, 
type 
writer, power lawn mower, household 
items and miscellaneous 


YARD Sale 
130 York Street 
Wed 
nesday, 
Thursday, 
Friday 
9 
9 
Clothing, miscellaneous 


Y A R D 
Sale 
Thursday, 
F rid a y , 
Saturday 9 
5 Little Walnut 


GARAGE Sale 10 6 Thursday, Friday 
and Saturday 578 N Court 


YARD 
Sale, 
231 
Watt, 
to d a y 
Saturday, bikes, furniture, misc 


YARD Sale, 718 Cedar Heights Road 
June 5, A, 7, time l l 7 


FREE 
Pick up 
of 
your 
discarded 
items 
Tithing 
HW 
It W I 
B a rg ain 
Center 474 A757, 647 3236 


$ 
MRS. ANN 
!£ 


•V 
»*•* 
V 
Gifted Horoscope Kwndei Ad 
).*. 
K visor 
P rivate c o n fid e n tia l 
£•! 
'A readings 
By ap p o in tm e n t 
iv 
Mf only Phone 258 4553 1776 1 
!•/ 
V> Main St , Columbus. Ohio 


ALCOHOLICS 
Anonymous 
474 2017 


MOVING Sale Wed 5p m till ? Thurs 
9 a rn. till ? Console TV 618 Renick 
Avenue 


3. Lott end Found__ 


LOST male black white dog, in Logan 
Elm Village, 474 1016 


LOST Miniature Poodle 
Black 
With 
tan collar 
Reward. Vicinity North 
Ringgold Road and Circleville 
983 
7893 


4. Business Service 


SEPTIC TANK & 
SEWER CLEANING 
SERVICE 


Call Luther Isaac 
474-7250 


CEM ENT CONTRACTORS Sidewalk, 
patios, footings, floors Commercial 
Residential 
Evenings, 983 7885, 474 
2278 


SAVE 


G E N E R A L 
home 
m aintenance, 
remodeling and room additions 474 
3086, Lee Jackson 


IN D E P E N D E N T painting contractors 
Houses, barns, roofs, free estimates, 
986 7691. 986 3411 


For A n y 


KITCHEN CABINET 


NEEDS 
Call 
CELLAR LUMBER 


474-6052 


766 S. P icka w a y St. 


TER M ITES and guaranteed control 
Contact your reliab le Kochheiser 
Hardware 


R E S ID E N T IA L , 
com m ercial 
and 
sm all 
appliance 
wiring 
Jones 
Electric 474 3376 


TRENCHING for electric, gas and 
water lines Flash Electric, inc 474 
6275 


TREE trimming, power stump cutting, 
removal, spraying firewood and roof 
repair Lincoln Isaac Phone 474 7272 
or 474 5972 


PLUM BING No job too small Phone 
474 6237, 474 6285 


T E R M IT E 
E xterm ination 
Pest 
control 
Call Rick Spires, 474 2567. 
Licensed by State of Ohio 


LAWN Mowing You grow it -we mow 
it 474 6477 


BANK run gravel William A Hoffman, 
Jr., 474 2002 


WOMAN wanted 2 to 3 days per week 
for light housekeeping and help with 
invalid, call 983 3394 daytime, 


B A B YS IT TE R wanted Ashville 
2 
children Early hours 983 3844 after 4, 


7A. Halp Wonted G»n. 


COUPLES, work together building a 
business of your own Use your free 
time to create 
a second 
Income 
Training given For interview, phone 
474 2018 


•A 


MIRRORS 


& 
DESK TOPS 
Mode to Order 
MAIN 
GLASS 


Dole Ankrom. Owner 
323 W Main St. 
474 8542 


LITTERS, Inc. 


PREMIUM XL 
HEATING OIL 
LP G A S 
24 Hour Ordering Service 


701 S, Pickaway 
474 2139 


18. Houses for Sale 


EXTERIOR-INTERIOR 
DECORATING 
PAINTING AND 
PAPER HANGING 


RICHARD 
ANDERSON 


FREE ESTIMATES 
474 1676 
Call 
986-6151 


GEORGE W Van Camp Co , blacktop 
paving contractor. 
Bank 
financing 
available Call 474 3506, 474 6255 


FOR the best in trash and rubbish 
hauling. Residential and Commercial, 
Call 
Scioto Haulers 
inc 
formerly 
Larry's Refuse Haulers 474 6088 


PETS boarded day, week or month, 
clipping and grooming 
Phone for 
appointm ent 
474 4383 
Kellstadt 
Kennels 


PAT 
Lil's Catering Service Parties' 
banquets 
and 
receptions 
Pat 
McGmms, 474 6982, 655 2752 


TREE 
trimming, 
roofing, 
chimney 
work 
and 
furnace cleaning 
Free 
estimates, work guaranteed 
Cary 
Blevins, 474 7863 anytime 


STEVEN'S general hauling 
474 6942 


6. MoU Halp________ 


N EED man to work on mobile homes 
Experienced 
desired 
but 
not 
necessary 
Some mechanical ability 
needed Call for appointment 474 5214 


SEPTIC 
tank 
and sewer 
deaning 
Service anywhere anytime 
Lincoln 
isaac Phone 474 7272 or 474 5972 


For the greatest 
enjoyment in comfort 
Call 
JIM MAPES 
474 8121, 474 4012 
or 
ROY D. WARD 
474 2777 


W. D. HEISKELL & SON 


Realtors 
NEW LISTING 


TWO ACRES 
Trees 
Very spacious two story home 
Carpeting everywhere except the kitchen. Lorge living 
room. Family room with sliding doors onto patio. Real family 
kitchen with laundry area. Two and half baths. Breezeway. 
Basement Two car garage City schools. Shown by appoint­ 
ment 
W. D. HEISKELL & SON 


I 23 South Court Street 
474 8848 


ASSOCIATES 
RUTH MCFADDEN 
LARRY MCFADDEN 
CHARLES ROSE 
CHAS H STEINHAUSER 


Res. 474 7144 


474 3995 
474 3995 
986 6584 
474 5075 


CARPET 


W allpaper 
W all-tex 


R.E. 
Featheringham 


R ealtor and 
A u c tio n e e r 
983-3051 — A s h v ille 


KIRK S FURNITURE 


NEW HOLLAND 


Open Mon., Wed , and Thurs. 
Evenings till 9 P.M. 


HANING'S INC. 


Plumbing — Heating 
Roofing — Sheet Metal 
Pumps and Repair 
Call Dale Conkle 
I 58 W. Main St. 
Phone 474 4651 


STARTER 
DRAFTSMAN 
$4-500 Fee paid. Here is an 
opportunity for recent tech or 
H.S. graduate to put that roll 
of drawings to work now. 
Phone Ann Rhodes 654-5323. 
SNELLING 
Rm 209 Kresge Bldg 
Lancaster 


INSURANCE 
SALES 


Must be currently licensed in 
life and A N H selecting a 
man now to 
attend 
sales 
training 
institute 
Can 
be 
experienced or new in busi­ 
ness. A pplicant 8 7 5 -2 5 9 0 
collect. Ask for Mr. Hillyer. 


7. F»mal« H»lp 


W A ITR E SS , 
some 
experience 
necessary 
Apply 
at 
Puckett's 
Hamburger inn. 


CIRCLEVILLE REALTY 


ELD ER LY 
woman 
to babysit OC 
casionally phone 474 7723 


G IRL or woman wanted to stay In 
home, Monday through Friday, from 
IO a m to 4 p m Call 983 2723 


ROBERT 
DUMM 


FLOORCOVERING 


Z 


FORMICA 
CERAMIC 
I I 5 Wilson Ave 
474-5139 
A 


Complete 


Kitchen 
Remodeling 


Mr. Home Care 
R. W. ANKROM 
CO. 


724 S. Court 
474 7816 


SCIOTO 
INTERIORS 


We Install 
WALLPAPER PANELING 
CABINETS COUNTERTOPS 
GARAGES CARPORTS 
ROOM ADDITIONS 
G AR Y MCCAIN 


4 7 4 6 3 8 9 


General Home 
Improvements 


NEW LISTING 
3 acres, horse barn 2 6 x 3 6 , 3 bedroom 
— 
—— 
home 8 nursery, full bath up, modern kitchen with 18. Houses for Sale 
dinette, living room, with fireplace & sun parlor & half 
bath, dining room, full basement, gas heat, and garage. ------------------------------------------------ 
First time offered for sale Located 6 miles east. 


NEW LISTING 
3 bedroom older home, kitchen, dining 
room, living room, bath 
basement 
hot water heat. 
Under $15,000 
Assumable G I. loan. 


NEW HOME in Atwater School District 
3 bedrooms, 2 full 
baths, all carpeted except kitchen & baths, full basement 
& 2 car attached garage Very nice location Priced under 
$30,000 


4 acres in city limits. Modern home with 3 bedrooms in 
excellent condition. Featuring 2Vt baths, family room, full 
basement 2 storage buildings Well equipped kitchen. 


FINEST NEW HOME AROUND ROUNDTOWN 
5 bedroom 2 
story on wooded lot in Wintergreen Hills. This home has 
everything 
kitchen with all built-ins, family room with 
WB fireplace, beamed ceiling and shag carpeting, 3'/» 
baths, formal dining room, central oir, large attached 
garage basement, located in Logan Elm School District. 


DOUBLE on East Union Street 
very good investment 
property with low price high return. 3 rooms and bath on 
each side, 
garage, 
good location. 
IMMEDIATE 
POS­ 
SESSION. 


LOVELY HOMESITES of 1.55 to 2 acres each just outside of 
Circleville I % miles East in Washington Township, Logan 
Elm School District. Public water system and taps are paid 
for. Reasonably priced. 


64 Acres of vacant land in Washington Township, all tillable, 
Call Robert Burton 474 71 26 for more information. 


1971 Flamingo Mobile Home 12x60, 2 bedrooms, skirting, 
storm windows, refrigerator and range some furniture, 
draperies and curtains. I 265 North Court Street. 


Soft ice cream store 
good traffic location, includes real 
estate, equipment and stock. 7 room home with 2 car 
garage Good profit for small investment. Check prices in 
other advertisements, this is a great value for under 
$20 OOO Shown by appointment. 


AUTO REPAIR GARAGE 
well stocked with equipment. A 
real money maker, good location in Circleville. A fine 
opportunity for your own business. 


COOK needed for American Legion 
Post 134 tor Fridays, Saturdays and 
Sundays Call 474 9036 or 474 6772 


WILLIAM BRESLER — Realtor 


152 W Main Sti eel 
474 3795 
Residence 474-5722 
4. Business Service 


GIFT SHOP 
MUH 
i i 


F’ART Y RFN T ALS I SUPF’ LlfcS 


SELECTIVE 
GIFTS 


110 W MAIN ST 
CIRCLEVILLE, OHIO 
474-8121 


Pat Knee hi 
Diana Sykes 
Robt. F Burton 


474 4469 
474 8458 
474 7126 


David Betts 
James Hoover 
Gail Leist 


474 4004 
474 7850 
474 4716 


Mary Jane Watt, 474-7058 
Mrs. John Kelchner, 
474 4842 
Harold Marshal, 474 6164 
Russ Palm, 474-5234 
Don poling, 474-3259 
David Stoer, 869-3776 
Ada Crist, 837 7377 
Procter lewis. Jr., 983 321 I 


7A. H elp W an te d G en. 


NEW JOBS 
Large N a tio n a l C oncern is n o w h irin g m en 
and 
w o m e n 
o ve r 
18 
to 
do 
P ublishers 
C ontact 
W o rk. 
No 
e x p e rie n c e 
needed. 
T ransp ortatio n and d ra w in g account fu r ­ 
nished. A p p ly if you are single, neat and 
w illin g to learn. Excellent o p p o rtu n ity fo r 
a d vancem ent. C ontact M r. or M rs. W alt 
Danysh at th e O h io M o te l on N orth High St. 
in C hillicothe, Friday m o rn in g fro m IO a.m . 
to 2 p.m. No ph on e calls. 


ROUTE CARRIERS 
NEEDED IMMEDIATELY 
IN CIRCLEVILLE 


BOYS OR GIRLS 


•ss X 


M ust Be I I Years or O ld e r 


Call The H erald 


474-31 31 fro m 8 to 5 


SOMETHING 
FOR EVERYONE 


NEW LISTING 
DUNKLE RD 
Ranch 
brick & frame 
3 bedrooms 
formal dining room 
family room 
central air 
2 cor attached garage 
2 baths 
all 
carpeted 
kitchen has range disposal, dishwasher & 
dinette 
Cir Soh Dist 
call JANE SPEAKMAN 474 
2898 


IF YOU W A N I TO LEAVE IHE CITY BEHIND move into 
this COUNTRY BEAUTY 
Ranch 
7 rooms 
3 bed- 
rooms 
I 1 1 baths 
carpeted 
2 car garage 
patio w gas grill for entertaining this summer 
extra 
room foi office that s carpeted & paneled 
just 3 
yonis old and priced $32,500 
call JANE SPEAKMAN 
474 2898 


Al FORDABLE 
IN THE LOW $20 S 
in the Country 
too 
I stoiy with 3 bedrooms 
full basement 
huge kitchen with built ins & plenty of cabinets 
living room 14x18 anet carpeted 
Amanda Clear- 
cieekSch D.st 
call JERRY EASTER 474 5394 


IMAGINE 
2 PLUS ACRES AND a 7 room home with 4 
bedrooms 
2 baths 
2 w b fireplaces 
full divided 
basement with tee loom 
electric heat 
2 car 
gen ago 
LE Sch Dist 
rail JANE SPEAKMAN 474- 
2898 


ST ARI ING O UI OR SLOWING DOW N9 This home has 2 
bedrooms 
living room has new carpet, beamed 
ceiling and paneling 
carport 
patio in the fenced 
back yard 
NLW gas furnace 
call PAULINE WOOD 
474 4437 


THE OUTSIDE S MODEST 
IHE INSIDE S LOVELY 
Located on Atwater Ave 
3 bedrooms 
dining 
loom 
family room 
full basement 
sliding glass 
doors from family room to NEW patio w aluminum 
awning 
(all CLARK ZWAYER 474 6893 


UNDER CONSTRUCTION ON BOLENDER PONTIOUS RD 
Bi ic k ? Ii ame Bi Level with 4 bedrooms 
I'/» baths 
huge kitchen with dining area range & dishwasher 
all carpeted you choose colors 
over-sized 2 car 
garage 
electric heat 
2080 sq. ft. Irving space here 
go look with FRED HOOVER 474 5461 
Jane K. Speakman, Realtor 


x 


mmm 


V. 
Vt. 
474 2898 


WAITRESSES 
NEW SUPPER CLUB 


College students home for 
the summer. We will train. 
Must be 21. Either full or part 
time. 12 minutes from down­ 
town. 
983-4300 


18. Houses for Solo 


SUBURBAN 
BEAUTY 
4 bedroom, den, family room 
with wood burning fireplace, 
living 
room, formal dining 
----------------------------------------------- - room, built in kitchen, 2 Vs 
baths, 
Utility room, 
2 car 
i 
ta i 
* J 
garage. W-W carpet. Central 
7A. Help W onted Gen. sewer and water, gas F.A 
heat. Large lot. 
LICENSED Administrator tor local 
established nursing home Reply Box 
1S6 C c o The Herald 


W ANTED Licensed LPN tor full time 
or relief Brovyn Memorial Home 158 
E Mound Call 474 6238 


ACCOUNTANT O ffice M anager for 
manufacturing concern. Experience 
m general accounting necessary All 
replies in confidence, this is not your 
present employer 
Send resume and 
salary requirements to Box 171 C c-o 
The Herald. 


MUST be at least l l Apply in person at 
Burger Chef, 300 W Main Street. 


JANE BARR 474 4)71 
PATSY MARQUART 474 3400 


c h a r l e s Ra d c l if f 474 4996 
HOWARD WEAVER 474 6536 
LESHE DEARTH 642 5676 
JlMSCHLEGlER 474 8275 
EVANS 


R I A I T V 


121 E Mom S' — Circleville 
JOHN A EVANS Reoltor 
Qttice 8 Residence 474 4266 


MERLE SWANK, Realtor 


STOUT ROAD 
474 4578 


I ACRE LOT ON DOZER ROAD 
SOLD 


LOT 
% ACRE NEAR LOGAN ELM SCHOOL DISTRICT ON 
ZANE TRAIL ROAD 
APPROVED FOR SEPTIC TANK 


NICE 3 BEDROOM HOME IN LOGAN ELM SCHOOL DISTRICT 
FIREPLACE AND 2 CAR GARAGE SITUATED ON I 
ACRE 


ATWATER SCHOOL DISTRICT 
4 BEDROOMS FOR ONLY 
$25,900 
OLDER HOME IN ATWATER SCHOOL DISTRICT 
5 ROOMS. 
BATH. GARAGE. NEW KITCHEN, 


LOTS: ELM GROVE ESTATES, T V SCHOOL DISTRICT. WEST­ 
FALL HIGH SCHOOL. 


5 ACRE TRACTS: T V.. LOGAN ELM AND WESTFALL SCHOOL 
DISTRICTS. 


BARE GROUND BUY 5 TO 140 ACRES 
T V AND LOGAN 
ELM SCHOOL DISTRICTS. 


ALL BRICK HOME IN LOGAN ELM VILLAGE: CORNER LOT 
COMPLETELY AIR CONDITIONED. 


PHONE MERLE OR PEGGY SWANK 474 4578 


A Recent Real Estate Transaction 
S-O-L-D 
Gold cliff Park 
S-O-L-D 
Robert N e w m a n , Salesman 
Donald H. Watt, Realtor 


474-2924 
474-5294 


C irc le v ille s Largest Real Estate O rg a n iz a tio n 


19. Farms for Sal* 


jS FOUR BEDROOM CHARMER: Call Dora Hedges at 474- 
» 3304 for detailed information about this immaculate 
:£ home with carpeting, draperies and central air condi- 
£: tioning. priced in the lowest 30 s. Family room, I Vt 
$ baths, built-in kitchen with GE range and dishwasher; 
•£ utility room. Double garage: large corner lot. 


THE FRESH LOOK of well-chosen wallpaper, paint and 
carpeting enhance this spacious older home con­ 
veniently close to downtown. 30' living room with deep 
shag carpeting and sheer-on-sheer draperies; dining 
room, modern kitchen and half bath. Two large bed 
rooms and bath up; basement with gas furnace. Hand­ 
some brick potio with brick-and-wrought iron wall. 
Priced in the lower 20 s. 


NOT A BLEMISH on this new listing, inside or out. 
j? Three-bedroom brick ranch on beautifully landscaped 
5 corner lot. Gleaming hardwood floors, well-planned 
kitchen with Arist-O-Kraft cabinets, separate carpeted 
'£ dining area Tiled both with vanity sink; storms and 
screens. Heated garage with concrete drive, 30 con- 
$; crete patio. Call Joe Whitesed, Jr., at 474-2197. 


£ BETTER THAN NEW: sparkling clean 3-bedroom ranch 
with full basement and attached garage. Gold sculp- 
>•; tured carpeting in living room and all bedrooms; 
£ ceramic tile bath; double closets. Basement with tiled 
£ ceiling; half bath with shower. Cyclone fence encloses 
ii-: back yard with 29 concrete patio with roof. Just listed 
£ — priced under $25,000. 


£ BE THE FIRST OWNER of this three-bedroom ranch with 
6 2-cor attached garage on large lot near Crossmound 
I Park. Fully carpeted except for bath and family size 
kitchen. V A. financing available. 


;$■ $6,250: Four-room house with both and furnace, near 
Hargus Lake. Coll Jim Ford at 474-4581 for more 
details. 
S. CR. ^Bennett, 


127 V* E. Main Street 
474-2197 
474 3872 


Mrs. Dora Hedges 
474-3304 


Jim Ford 
474 4581 


24. Mite. for Solo 


Mrs. Jeanne Bach 
474-4134 


Jos. Whitesed, Jr. 
474-2197 


I 
I 


Phyliss Lambert, 474-6270 
Mr. Frank Gwinn, 474-6559 
Vivian Garrett, 474-7203 
Mrs. Robert Newman, 
983-321 I 
Edna Timmons, 474-5181 
Mrs. Donald Watt, 474-2924 
Chester Crist, 837-7377 
Jeannette Carroll, 474-7919 


NEW FURNITURE 


Dinettes and China Closets Just Arrived 
in Pine and Oak. 
Good Selection of Living Room, 
Bedroom Suites and Lamps. 


USED FURNITURE 


DUNCAN PHYFFE MAHOGANY 
DINING ROOM SUITE 
Includes drop leaf table with 6 chairs, buffet and china 
closet. (Extra nice). 
$269.00 


I 
I 
jI 


$19.00 each 
.. 
$149.00 


M r. Robert N e w m a n , 983-3211 


Donald H. Watt, Realtor 


474-2924 
474-5294 


W. D. HEISKELL & SON 


Realtors 


QUICK POSSESSION 
Excellent location 
Three bedroom 
brick 
Large carpeted living room with fireplace. Large 
kitchen. Den Basement. Attached garage. Nice yard. Price 
reduced! Shown by appointment. 


PARKVIEW AVE 
Well cared for three bedroom home. 
Large carpeted living room. Bath, Pleasant kitchen. Full 
basement with rec room and bar. Attached carport. Walk to 
town, church or the park. Make an appointment to see this 
one 


NICE TWO STORY HOME 
Four bedrooms. One and half 
baths. Pretty foyer and stairway. Carpeted living room and 
dining room. Large family kitchen with ample cabinets. En­ 
closed back porch. First floor laundry and bath Basement. 
Garage Shown by appointment. 


LEWIS ROAD 
Real sharp three bedroom ranch. Large 
living room Very nice eat-in kitchen. Pretty bath. Covered 
patio Divided basement Breezeway Double garage Well 
maintained Make an appointment to see this one. 


NEW HOME 
Ready for occupants now 1 Fully carpeted. 
Three bedrooms and two full baths. Family room with fire­ 
place. Beautiful kitchen with all the built-ins. Dining area. 
Basement. Double garage. Show you anytime 


ONE ACRE 
Three bedroom ranch with aluminum siding. 
Carpeted throughout Kitchen has built-in appliances. Family 
room has fireplace 
First floor laundry. Two full baths. 
Dining room Double garage Shown by appointment. 
W. D. HEISKELL & SON 
I 23 South Court Street 
474 8848 
Res 474 7144 
ASSOCIATES 
RUTH MCFADDEN 
474 3995 
LARRY MCFADDEN 
474 3995 
CHARLES ROSE 
986-6584 
CHAS. H STEINHAUSER 
474 5075 


2 Deacon Benches 
............................ 
Coppertone Electric Stove, Like New 
2 Coppertone Refrigerators. 
Double D o o r............................................... $119 and $169 
Several White Refrigerators 
...........$49.00 and up 
Platform Rocker 
...................................................... $22.50 
Chest of Drawers, Mahogany 
...........................$35.00 
Electric Guitar with Amplifier 
.......................... $24.00 
FORD’S FURNITURE 


155 W. Main St. 
474 4581 


32. Public SaU 


PUBLIC AUCTION 
SATURDAY JUNE 9, 1973 


Located at 287 West Columbus Street in Mf. Sterling, Ohio. 


At 1:00 O Clock P.M. 


Ethan Allen wooden table and 5 chairs; dinette drop leaf 
table: drop leaf dining room table and 6 chairs; coffee 
tables; end tables; 2 hall trees; magazine racks; 3 drawer 
chest, refinished; antique 3 drawer stand, refinished; an­ 
tique china closet, refinished; 5 draw er chest with mirror; 
old mirror; 2 wing back chairs; 3 occasional chairs; vibrating 
recliner; cane rocker and straight chair; old Victor phono­ 
graph in good condition; set of bunk beds complete with 
matching dresser; 2 complete bedroom suites; dressing 
tables; rollaway bed; set of twin beds complete; book case; 
Axminster rug with matching throws; 2 wool rugs, one 
11x15; pictures and frames; Singer portable electric sewing 
machine; antique floor lamp; other lamps; electric fans. 
Philco color T V,, 21 in. screen; frost free like new Philco 
refrigerator; 
Philco no frost 
refrigerator with 
bottom 
freezer; G E. portable dishwasher, used very little; W hirl­ 
pool electric dryer; Sunray gos range; bathroom scales; 
electric sweepers; Bissell electric broom; bedding; linens; 
drapes; lots of dishes and kitchen utensils; old 3 burner gas 
hot plate; 2 small gas stoves; copper boiler; 4 old trunks, old 
fireplace irons; old light fixtures; 9500 BTU air conditioner; 
Reo self propelled lawn mower; 4 good oak inside doors; 
United stage coach clock; 17 jewel Hamilton pocket watch 
with gold case; Elgin 15 jewel pocket watch; ladies lapel 
type watch; A. J. Aubrey 5 shot pistol W M 6 in. barrel; 
Romo 22 caliber side load pistol; other items not listed. 


T E R M S CASH 
Positive ID Required 
Not Responsible in Case of Accident 
Mr. and Mrs. Herb Bowsher 
Owners 


CURTIS W. HIX 474 5190 
ED HIX 875 7865 
AUCTIONEERS 


7A* H alP Wont* d G *n- 12A. Boots & Cam pers 18. Houses for Sole 24. Misc, for Solo 


NOW HIRING 
MOTEL 


MANAGEMENT 


TRAINEES 


R a p id ly e x p a n d in g 
m ote l 
com pany 
— 
husband 
and 
wife team s only — no de­ 
pendent children — on site 
living provided — life insur­ 
ance, 
m edical 
and 
major 
medical, stock purchase plan, 
paid vacations, com pany d is­ 
counts, advancem ent oppor­ 
tunities, w illing to relocate. 
Call area code 614-878-7809 
after 7 p.m. 


XllvXvXvIvrvIvIvXvXvX-'-v.v.* 


9, Situation* Wanted 


W IL L babysit in m y home, days, 474- 
2933 


IO. Cert for Sole" 


1969 
P O N T IA C 
station 
wagon, 
full 
power, factory air, good condition 
$1575. Kingston, 642 3452 


T A G G Cam per Sales is now renting a 25 
foot motor home, 8 sleeper Get your 
reservation in now Don t be left out 
474 6506 


13. Apts, for Rent 


2 B E D R O O M , ca rp e te d , 
a ir con 
d itio n in g, sto ve an d re frig e ra to r 
$125 00 474 1154 or 654 3J72 collect 


M I D $30's, located 6 miles E a st of town 
3 bedroom s plus fam ily room , rec. 
room in basement, dining room, 2 car 
garage , "j acre lot 
jane W att, 474 
7058 Don Watt, Realtor, 474 2924 


B Y owner, 6 rooms, bath, utility room, 
large lot, 474 7164 


M A P L E 
baby 
bed 
draw ers 474 5024 
and 
chest 
of 


D U N C A N Phyffe dining room suite, 
complete Hospital bed 474 5963 


2 and 3 B E D R O O M apartm ents, stove 
and re frig e ra to r, fu lly carp eted , 
garbage disposal, central air. $140 and 
$150 474 8294 after 5 


I 
B E D R O O M 
a p a rtm e n t, 
full 
basement, beautiful 
yard, 
in 
nice 
setting, air conditioned, free rent, 
electricity, heat, 
telephone, water, 
sewer and newspaper In exchange for 
m anaging 8 unit 
motel. 
Ideal 
for 
m arried couple with no children, call 
983 3211. 


3 B E D R O O M 
357 
654 3372 collect. 
E d w a rd s 
$135 00 


1967 C O U G A R vinyl top, disc brake, 
power 
steering, 
radio, good 
tires. 
Sharp car $850 OO Call 474 5894 


1964 C H E V R O L E T Im pala SS 327, 4 
speed Good condition $650 474 4921 


69 O L D S , 
F 
85, 6 cylinder 
Fem ale Bassett 474 5932 
$1,000. 


1970 
P O N T IA C 
C a ta lin a , 
pow er 
steering, 
power 
brakes, 
air 
con 
ditioning. vinyl top 
Excellent con­ 
dition 474 4466 between 9 a rn 4 p m 
642 2668 after 4 


1965 M E R C U R Y Parklane. $350 OO 474 
6117. 216 W est M ill Street 


1965 G A L A X I E , 
2 door 
h ard top , 
autom atic, power steering. 352 engine 
Clean, good condition 983 3564 


1968 L T D F O R D station wagon, 65,000 
m iles 474 6470. 


DELUXE 
ONE BEDROOM 
TOWN HOUSE 


Beam ed ceiling, 
large cov­ 


ered patio, m arble bath area, 


carpeting, 
air 
conditioned 


appliances. In quiet village of 


Ashville. N o pets. 983-2478. 


NEW 2 bedroom apartm ents 
now available for im m ediate 
occupancy at The Pines in 
Ashville. O n e 
floor, 
ranch 
style, fully carpeted. Built-in 
bookcase and kitchen appli­ 
an c e s 
fu rn ish e d . 
A m p le 
living space. 4 large closets, 
utility room, dry attic stor­ 
age 
M ore like a hom e of 
your own. C a ll A sh ville 983- 
4250. 


15. 
S lo p in g 
Rooms 


1971 
F O R D 
wagon 
V I , 
autom atic, 
factory air. Excellent condition. 474- 
3482 


C O U N T R Y room for m ale, centrally 
located, laundry, kitchen priviledges 
983 3274 


197) 
P L Y M O U T H 
lu r , 
MI 
hardtop 
coupe, factory 
air. 
Excellent 
con­ 
dition 
Witt consider trade 
474 8956 


S L E E P IN G room close up town 
474 
8146 


71 M G S P O R T convertible Good buy 
C o n ta ct 
M ik e 
M c C le n a g h a n 
at 
S h a r i f 474 5928 
18. Houses for Sale 


5 R O O M house by owner 
Inquire 149 
Scioto Street, Ashville. 
IO A. Motorcycles 
3 B E D R O O M . $16.000 00. 474 4331 
350 H O N D A , See at 
123 West M ill 
Street 


S E L L or trade 1961 H arley Davidson. 
74, full dress, good condition 474 4669 


'69 T R IU M P H 
Bonneville, excellent 
condition 474 7694 


N E W M A N 
Insurance Agencies, 
Inc 
offers 
insurance including 
M edical 
Paym ents on 
m otorcycles at 
Low 
Rates Call 983 3211 


10B. Trucks 


1956 D O D G E truck $150 OO 326 W alnut 
Street 


1962 C H E V Y pick up $325 OO 474 5577 


U A . Auto Ports_____ 


FOR THE BEST IN 
N EW & REBUILT 
A U T O PARTS 
See 
CIRCLE A U T O PARTS 
I 23 E. F R A N K L IN S?. 
474-3261 


12. M obile Homes 


54 x 
12, 
2 
B E D R O O M , New 
Moon 
m obile home $3950 983 4160 


12 x 60 B U D D Y 1968 
Excellent con 
dition, skirted, utility building, oil 
tank $4,000 M ust see 474 1564 after 
5:30 p m 


1965 M O B IL E home, 8 x 35 $1800 474 
1630 


N E W M A N 
insurance Agencies, 
inc 
offers broad form insurance at Low 
Rates on m obile homes Call 983 3211 


1968 S U B U R B A N Detroiter 12 x 60 3 
bedroom 
Excellent condition 
$2800 
983 2761 or 474 3422 


1970 12 x 60, 2 B E D R O O M trailer 
A ssum e paym ents 
We pay tax and 
title 474 8459 


14 x 70 E S Q U IR E 
Located on large 
lovely lot by Carvel M anor 
3 large 
bedrooms and extra large living room 
Hom e unfurnished except stove and 
refrigerator Law n shed and skirting 
included 
Aw ning and screened 
in 
patio availab le Call 983 3471 


14 x 65 2 B E D R O O M S . 14 x 20 living 
room, gold shag 474 7738 $6495 00 


12 A. Boots & Cam pers 


M O T O R homes, Fifth W heel 
travel 
trailers, and truck cam pers, price and 
quality 
unbeatable 
Tagg 
Cam per 
Sales, Route 23, South 


1965 C H E V Y pick up with self con 
tained cam per Sleeps 4 Ready to go 
$1600 711 E a st M ound Street 


S O U T H E R N 
Ohio Cam ping 
Center, 
Kingston, Ohio, 642 5353 See our 1973 
models Fold down Rentals available 
Accessories and cam p ground guides 
W A T C H for our new "S k a m p e r" line 
Open IO a rn to 6 p m 


1970 A R R O W G lass, full top, eyes on 
windows, 14 ft , trailer, Evinrude 40 hp 
motor, all 
safety equipment, 27 30 
mph on water 
M in t condition 
474 
4669 


ft BO A T, motor, trailer Suitable for 
kiing A skin g $550 332 5501 


12. M obile Homes 


SOUTH P IC K A W A Y H O N E Y 
— and fairly priced — 2 
bdr 2 story in A l shape 
alum, siding 
storm s and 
sc re e n s— separate dining 
room — can be seen at 
your convenience 
HATFIELD REALTY 
103 E. M ain St. 
474 6294 
Circleville O hio 
Sale s Associates: 
D w ight Grubb 474-4941 
W ayne Hatfield 474-6902 
Jerry Leist 474-2673 
Mariorie Spald in g 
474-5204 


MR. FIXIT — Just w hat you 
w anted — 
good 
sturdy 
h ouse needs little 
paint 
and repair — go od loca­ 
tion — northend — gas 
furnace — and bath 
partial basem ent 
has 
additional rental unit on 
rear. 
HATFIELD REALTY 
103 E. M ain St. 
474 6294 
Circleville O hio 
Sales Associates 
Marjorie Spalding 
474 5204 
D w ight Grubb 474 4941 
W ayne Hatfield 474 6902 
Jerry Leist 474-2673 


BRICK 3 B E D R O O M 
Sw im m ing pool and central 
air on quiet street. Lovely 
carpeted 
hom e, 
tastefully 
decorated with large kitchen 
and dining area. Yours to 
enjoy and priced in the low 
twenties. 


Suburban 
ranch, 
m odestly 
priced. A nice casual hom e so 
w e ll 
ta k e n 
c a re 
of. 
3 
bedroom, nice kitchen with 
p an try a n d 
u tility 
room . 
Carpeted thruout — .52 acre 
2 car garage. $22,400.00 


W e need a new owner for 
this 
2 
story, 
3 
bedroom 
home. Form al dining room, 
big 
kitchen 
with 
lots 
of 
cabinet space. Paneled porch 
suitable for sm all office or 
nice for se w ing room. Deep 
fenced lot with full grow n 
trees. 
Full 
basem ent 
and 
ga rage 


This little gem is decorated 
so pretty and located so well 
you can enjoy your sum m er 
in the lovely back yard. 3 
bedroom , carpeted kitchen, 
living 
room 
and 
hall. 
A t­ 
tached ga ra ge 


Enjoy the peace and quiet of 
this suburban are a 
I 
mile 
from 
Town. 
Q uality 
hom e 
with spacious room s. M odern 
and 
efficient 
kitchen 
with 
new built-ins. I '/» baths up 
and show er facilities in the 
basement. French doors add 
glam our to the dining room. 
N a tu ra l,ga s and city water 
are two more hard to finds 
for the country. Attached 2 
car garage. 


A tw a te r 
sc h o o l 
d istrict. 
Alum , and stone 3 bedroom s, 
show s like a doll house Ideal 
for sm all family. 


All you handym en. Turn this 
ground level basem ent with 
sliding doors into a family 
room, w orkshop or ga rage 
En|oy the central air, plush 
carpet, and country 
living. 
New subdivision, watch your 
equity grow. 


M obile hom e owners. Buy an 
acre and ow n a bit of this 
good earth. $2800.00 


Older two story home, close 
to dow ntow n. Large corner 
lot. Just do your repairs and 
save $$$$$$ 


M ary Lou Brungs 474 5378 
Sue E. Spires 


Realty 
474 2567 


NEW LISTING 
E x c e lle n t 
c o n d itio n 
good 
location 
to 
school 
and shopping 
tw o bed 
room 
cottage 
with 
full 
bath 
enclosed 
front 
porch and rear porch 
com plete bath 
excep 
bonally deep lot. Ideal for 
retired couple or 
young 
fam ily — 
Show at your 
c o n v e n ie n c e 
P rice d at 
8,000 for im m ediate sale 
HATFIELD REALTY 
103 E. M ain St. 
474 6294 
Circleville, O h io 
Soles Associates: 
M arjorie Spalding 
474 5204 
D w ight G rubb 474 4941 
Jerry Leist 474 2673 
W ayn e Hatfield 474 6902 


G IR L S bicycle, bananna seat, good 
condition $20 00 474 1000 


W E S T I N G H O U S E 
r e f r ig e r a t o r . 
Electric stove Breakfast set 21 inch 
TV I single bed Other item s 606 E 
M ain 


G E 
refrigerator freezer 
V e ry 
good 
condition 2, metal (Jenny Lind style) 
twin beds and springs. $50 
4, 7 ft 
round porch pillars, $10 each 474 5244 
after 6 


T A K E over paym ents on houseful of 
furniture W ill sell separate See Bob 
Knopf. Knopf's, corner of M ain and 
Scioto, 


IF carpet beauty doesn't sh o w ’ Clean it 
right and watch it glow 
Use Blue 
Lustre Rent electric sham pooer $1 OO 
G C M u rph y Co 


K E E P 
c a rp e ts 
b e a u tifu l 
d e sp ite 
footsteps of a busy fam ily 
Buy Blue 
Lustre Rent electric sham pooer $1 OO 
J im 's P ay 8, Save 


C A R P E T colors looking d im ? Bring 
'em back give 'em vim 
Use Blue 
L u s t r e 1 
Rent e le c tric sh a m p o o e r 
$100 B in gm a n 's 


U P H O L S T E R Y supplies, fabrics, and 
foam cut to size 
We have ail other 
supplies at low prices 
Also, living 
room suites at wholesale prices Cash 
and carry only Chillicothe Recovery, 
372 East M a in Street, 772 4040. (Just 
under M a in Street overpass) 


1972 
R ID IN G 
mower 
w ith 
electric 
start, 8 h p , cheap 
$90 trailer in 
eluded T a g g Cam per Sales, 474 6506 


I B O Y S brown suit for 14 year boy, like 
new I Hunter hassock fan. new 474 
3375 


A N T IQ U E roll top desk, 6 sectional 
book case, antique rockers Phone 474 
4578 


IO S P E E D bicycles, m ini bikes, trail 
bikes, go carts Fun M achin e Farm , 5 
m iles east of Circleville on Stoutsville 
Road 474 6470 


G U N S Brow ning 
16 ga 
with 
case, 
$150 00 Brow ning 72 with scope and 
case, 
$90 OO 
Jap 
sporter, 
sw ords 
Phone 474 5904 between 9 a m I p rn. 
for appointment 


T IL L IS F u rn itu re Kingston, O hio 642 
2706 O pen 9 9 M o n 
and Fri., Tues, 
W ed , T h u rs , and Sat 9 to 5 30 See 
the 1973 T im b e rlake p ickup top and 
ta m p e rs 


19. Farms for Sale 


L IS T 
your 
fa rm s 
with 
G eorge 
B arne s, Realtor, 474 5275 


20. Lots for Sale 


B E A U T I F U L 
5 acre s 
E a s t of 
C ir 
cleville, 
1 ? 
m ile 
off 
R ou te 
56 
on 
Ja c kso n R oad 474 1056 


7 Va ACRE BLDG LOTS. 
LO CATED RT. 159, 
M EADE, O H IO 
WACKER 
REALTY, INC. 


BRAN CH OFFICE 


O F. GUENTHER, 
M A N A G E R 


M A R Y V. GUENTHER, 
A SSO C IA T E 
474 8641 


21. Real Estate 


B U Y S E L L T R A D E , G eorge C Barnes, 
R ealtor 
474 5275 


23. Financial 


EQUITABLE FEDERAL 
S A V IN G S & LO A N 
A SSN 


I 59 E M ain St. 
474 6081 


24. Misc. for Sole___ 


15 9 C U F T F rig id a ire frost proof side 
by side refrigerator freezer, avocado 
40 " F rig id a ire deluxe electric range, 
teflon lined oven, avocado 
Both like 
new Call 983 2696 


A IP conditioner, like new, 6,000 B T U 
$70 C all m ornin gs 474 4022 


B A N K run gravel, fill dirt, fill sand, 
loading and h auling P H e ig h Sp rad lin 
Phone 474 6722 


C L O T H E S line tees and 
basketball 
go a ls 474 7297 


IN S T A L L E R has excess ro lls of nylon 
an d acritan $3 OO per yard installed 
T e rm s available 474 4940 


PRICE 
MOBILE HOME CENTER 
LOCATED ON RT. 23 


Five miles North of Chillicothe & IO miles South of 
Circleville. IO major brands and 40 models to choose 
from. 


1973 Z ig Z ag Sew ing M a 
chine, only a few w eeks old 
All built in controls 
to Zig 
Zag, overcast, write nam es & 
b u tto n h o le s. 
R e d u ce d 
to 
$31.20 C ash or term s avail 
able. 
Phone 474 7635 


A 


Paul A Johnson 
O H ire E q u ip m o n t 
I 24 S. Court 


F O R sale, St 
B ern ard pups, 7 weeks 
Old, 983 3086 


P R O F E S S I O N A L 
d ip p in g 
an d 
groom in g, all breads F Xpert r are 474 
7718 


M O A T S A q u a r iu m 
T ro p ic a l 
fish , 
aq u a riu m s, and supplies 
226 W aif 
474 6414 


O L D E n g lish sheep dog puppies, A K 
C , 12 w eeks old Chillicothe 775 6554 


D O G gro o m in g 
proved 
Call 
I 
ap p o n tm e n t 


A ll breeds, Vet ap 
m gston 
642 3103 for 


The Circleville Herald, Thursday June 7, 1973 
Nixon Suspected Dean, 
Ehrlichman Told Court 


KltchenAid 
Dishwashers and Disposers 


MACS 
113 E M ain 


Kirby 
Sweeper, 
A l 
Condition, Cleans like 
new, has attachments 
& carpet shampooer. 
$44.00 Cash or terms 
available. 
Phone 474-7635 


Electrolux 
Sweeper, 


A l Condition, has 5 


attachments. 
Excel­ 


lent suction. $22.00. 


Phone 474-7635 


WASHINGTON (AP) — President 
Nixon was growing increasingly 
suspicious of John W. Dean Ill’s role in 
the Watergate scandal while seeking to 
prevent Dean from being questioned 
publicly about it, John D. Ehrlichman 
has testified. 
The former presidential adviser said 
Dean hid the fact that he himself had 
participated in discussions of wiretap­ 
ping plans months before the raid on 
Democratic headquarters last year. 
And 
he 
said 
Dean, 
then 
the 
President’s official lawyer, resisted 
repeated requests by presidential staff 
chief H.R. Haldeman to produce a 
written report of his investigation into 
the affair. 
It was this investigation Nixon had 
cited during the presidential election 
campaign 
as 
clearing 
all 
ad­ 
ministration employes in the case 
Ehrlichman, 
now 
under 
in­ 
vestigation himself, gave his version of 
the affair in pretrial testimony May 22, 
23 and 24 in 
lawsuits over 
the 
wiretapping. A transcript of his 
testimony was released Tuesday. 
Ehrlichman said that during his own 
short-lived investigation into the 
Watergate affair, Jeb S. Magruder. 
once the second in command at the 
Nixon re-election campaign, told him 
former Atty. Gen. John N. Mitchell 
reluctantly approved the final plans to 
wiretap the Watergate. 
Ehrlichman quoted Magruder as 
saying final approval came at a 
meeting in Key Biscayne, Fla., in late 
March 1972. Only Mitchell, Magruder 
and campaign aide Frederick 
C. 
I .a Rue were present. 
All agreed to the plan, which also 
included authorization to wiretap the 
Washington headquarters of Sen. 
George McGovern’s presidential cam­ 
paign and the Miami Beach convention 
offices of top Democratic officials, 
Ehrlichman said. The Watergate 
wiretappers had intended to carry out 
those plans the weekend they were 
caught in Democratic headquarters in 
the Watergate. 
Ehrlichman also quoted Dean as 
saying that Mitchell approved the 
Watergate plans in writing. Mitchell 
has said he rejected plans to bug 
Democratic headquarters. 
After the Watergate operation, 
Ehrlichman said, the President had a 
number of conversations with Dean 
starting the last week in February. 
Finally, around March 22, Nixon 
sent Dean to his Maryland mountain 
retreat, (’amp David, to write a report 
“He was there for six days. He came 
down the night of the 
28th and 
delivered nothing,” Ehrlichman said. 


Within 24 hours Nixon relieved Dean 
of his 
investigative 
duties. 
“The 
President called me in on the 30th and 
said, My suspicions are crystallized 
and I want you to get into this,” 
Ehrlichman said. 


Turnpike A g e n cy 


Fights Rationing 


COLUMBUS, Ohio (AP) 
Ohio 
Turnpike Commission 
Chairman 
James Shocknessy said Tuesday the 
agency will continue to resist efforts 
by the Texaco Oil Co. to ration gasoline 
at turnpike stations until tlx* firm 
proves there is a fuel crisis. 
The commission obtained a tem­ 
porary restraining order last week 
forbidding Texaco to impose a limit of 
IO gallons per customer at the stations. 


A hearing on a permanent injunction is 
scheduled Thursday in Cuyahoga 
County Common Pleas Court. 
Shocknessy said the public will not 
accept an industry-imposed “ fuel 
crisis” unless it is backed up by an 
emergency order from President 
Nixon. 


NOTICE OF APPOINTMENT 
No. 7S-25278 
Estate of Myrtle Alice Hlxaon 
Deceased 
Notice is hereby given that Clarence W. 
Hixson whose Post Office address is Route I. 
Circleville. Ohio has been duly appointed 
E xecutor of the E state of Myrtle Alice 
Hixson late of Pickaw ay County, Ohio. 


Dated this 29th day of May 1973. 
Guy G. a in e . Judge 
Common Pleas Court 
Probate Division 
Pickaw ay County. Ohio 
June 7, 14, 21 


n o t ic e; o f a p p o in t m e n t 
No. 7S-252K2 
E s t a t e of William A. Troehler 
Deceased 
Notice is herby given that O scar A. 
Troehler whose Post Office address Is Route 
I. Circleville, Ohio has been duly appointed 
A dm inistrator with the Will Annexed of the 
E state of William 
A 
Troehler 
late of 
Pickaw ay County, Ohio. deceased 
Dated this 29tfi day of May 1973. 
Guy G, Cline. Judge 
Common Pleas Court 
Probate Division 
Pickaw ay County. Ohio 
June 7, 14, 21 


NOTICE TO DIDDERS 
Sealed proposals will be received by the 
Hoard of Education. Circleville City School 
District, at the office of the Clerk. HO South 
Court Street, Circleville Ohio, until 12 OO 
Noon E astern Daylight Savings Tim e June 
ll. 1973 and at that tim e publicly opened for 
all labor, m aterial and services necessary 
for 
the 
completion 
of 
construction 
of 
bleacher additions at Circleville High School 
Athletic Field 
All docum ents and specifications are on 
file for review at the office of the Clerk of the 
Hoard of Education 
All bidding docum ents will be forw arded, 
shipping charges collect 
No bidder m ay withdraw his bid for a 
jwrlod of thirty <30)days after the date of 
receiving bids 
Owner reserves the right to reject any and 
all bids and to waive inform alities, 
Hoard of Education 
Circleville City School 
District 
Mary Ellen R ader, Clerk 
May 17. 24. 31. June 7 


BUSINESS TRAINING SCHOOL 


Complete Commercial Courses — Brush-Up Courses 
G. I* Approved 
JUNE 11 
JUNE 12 


SW IN G SCHEDULES 


4 5 % S. Paint St. 
Chillicothe, Ohio 
772-4690 
774-2707 
State Board of School & College Reg. 7102-0019B 


31. Poultry - Eggs____ 


SaSyT hI^ks 
and reody to lay DeKalb. Lag 
horn type, pullets. Place im 
m ediate 
or 
future 
order* 
now. 
C R O M A N F A R M S HATCHERY 
Routs 5, 
Circleville, O h io 43113 
Phone 474 4800 


IFRESH SAUSAGEl 
C A SIN G OR BULK-GO OD FOR C H A R CO A LIN G 


FRESH 
PORK TENDERLOIN 


FARMER BROW N 
CHICKENS 
FRYING PIECES OR R O A STING 


Quality Selected Meats 
Are Alw ays Your Best Value 


STORE HOURS: 7 A M.-6 P M Mon., Tues., Thor*., Fri. 
Wed. 7 A M 12 Noon - Sat. 7 A M. 8 P.M. 
N O R I END MARKET 


506 N. COURT STREET 


SE W IN G 
M ACH I NE 
5 E R V I ( E , 
ALL 
MAKES, CLEAN, OIL 
6 SET TENSION $r> 99 
IN 
H O M E 
PARTS 
AV A I L A B L E 
ELEC­ 
TRO GRAND CO 
P ho ne 474 7035 


G o o d Used D esks 
For Sale 


474 2680 


26. Wanted to Buy 


Y A P O Sale left overs, furniture misc 
474 3641 or 4/4 4518 


27. Pets 


ROD BELL 
MOTOR SUES CO. 


586 N. COURT ST 
474 3138 


G I A N TORIN O 


W A G O N 


29. Produce • Seeds 


C A B B A G f and tom ato plant* Back of 
Old ICA H ouse 


S W E E T 
p otato 
p la n ts, 
p e tu n ia s, 
perennials, ge ran iu m s, and p rocure 
Oow ler F a rm M arke t, Stale P o u t* 23 
Open 9 
7 


H O M E 
grow n 
straw b erries, 
p irke d 
fresh d aily 
R h o ad s F a rm M a rke t, 
Route 56 East O pen V 9 


FOR 
PROVED 
RELIABILITY! 


30. Livestock 


Y O R K S H IR E 
B o a rs 
Top q uality 
3 
m iles U S 35 west, W ashington C H 
614 335 5339 D a v id C arr 


C A IA T I! 500 


MAVtRICK 


Sewer Rate Increase Has 
3 Effective Dates' In City 


18 
The Circleville Herald, Thursday June 1, 1973 


Several area residents have recently 
become aware of a difference in the 
beginning dates for sewage billing 
under the increased rates. 
Public Service Director Charles 
Taylor admits the variance in the 
starting date for the new rates is from 
30 days to two months, because the city 
is divided into three sections for 
billing. In the past, one section would 
be billed each month for a three-month 
period. 
The middle area, or Zone II ac­ 
cording to billing, received the biggest 
benefit. 
There were two months, 
January and February, in which they 
were not required to pay the increase 
because they fell in with December, a 
month before the new price went into 
effect. 
Customers in Billing Zone III, the 
northend of town, paid one three- 
month bill ending Jan. 31, which in­ 
cluded the months of January, 
December and November all at the 
former rate, meaning the increase did 
not go into effect until February Zone 
I l l ’s first full billing was received at 
the end of April. 
Zone I was the first area to be billed 
for three months under the new sewer 
use prices. Their bill, due in early 
April, was for the months of January, 
February and March. 
Taylor said there was no fair way to 
figure monthly use on the basis of a 
three-month meter 
reading. 
To 
estimate one-third of the total water 
used each month could 
be very 
inaccurate. For example, some 
residents may have month-long 
vacations at that time of year and 
actually use no water. 
The decision was made to start the 
new rate on the nearest full billing 
cycle after the new rate went into 
effect Jan. I this year. 
Monthly billing will be initiated in all 
areas June I. 
Zone II, the central area, now has 
the final three month bill due, and they 
will receive another billing next 
month. The other two sections will 


Laird To Act 
As Check 
On Nixon 


WASHINGTON (A P) - The new 
man in the White House is said to 
believe that Richard Nixon at times 
has to be “ protected from his own 
impulses” and told no even though he 
‘‘reacts strongly.” 
'Dus is the view of Melvin R. Iiiird, a 
deceptively affable politician with a 
tough sense of realism, who is now in 
the delicate position of practicing what 
he, on occasion, has preached. 
I*aird came out of retirem ent 
Wednesday to accept appointment as 
counselor 
to the 
President for 
domestic affairs, with Cabinet rank. 
As such, he comes the domestic Henry 
A. Kissinger and replaces John D. 
Ehrlichman, a casualty of Watergate. 
He now lias a chance to do what he 
lias said privately that FJirlichman 
and others failed to do: say no to the 
lYesident of the United States. 
A few weeks before his appointment, 
sources close to I^iird made known his 
view of the “ White House mentality” 
that may have led to Watergate. He 
was said to feel that Nixon’s top aides 
were too inexperienced to “ protect the 
lYesident from his own impulses.” 
“ They got so carried away,” I^aird 
was quoted as saying. “ They could 
easily 
have 
m isinterpreted 
the 
President in their zeal and showed 
incredibly bad judgment in carrying 
out what they 
thought were his 
desires.” 
'These sources said that laird felt the 
lYesident was solid and deliberate in 
his conduct of foreign affairs but 
sometimes impulsive on 
domestic 
matters. 
As secretary of defense, 
these 
sources said, laird several times was 
ordered by die lYesident to fire 
someone, and didn’t. 


Fuel Crisis 
Confab Urged 


(X) LUM BUS, Ohio (A P) — The 
recommendation has been made to 
Gov. John Gilligan that he call a one- 
day conference this month of people in 
the petroleum industry to determine 
the severity of the gasoline shortage. 
Gilligan’s Cabinet Committee on 
Energy, in an interim report Wed­ 
nesday, also suggested the governor 
convene a major energy conference 
later in the summer. 
Tile committee is made up of the 
directors of the state departments of 
Econom ic 
and 
Community 
Development, Transportation and 
Natural 
Resources, 
the 
E n ­ 
vironmental lYotection Agency and 
the Public Utilities Commission. It was 
created by Gilligan to “ bring order to 
fragmented state activities” in con­ 
nection with the energy problem. 


M o to r Is Damaged 


A caught dryer belt overheated an 
electric motor at Pickaway Grain 4 
p.m. Wednesday, causing $50 damage 
to 
the 
motor. 
C ircleville 
Fire 
Department responded to the call at 
the W. Main St. elevator. 


owe one or two month bills to catch 
them up on the monthly payment 
schedule, then all areas will be billed 
between the first and tenth, lith and 
20th and 21st and 30 of each month in 
the future, according to zone. 
The zoning will continue as the city 
utilities 
department 
has 
4,500 
customers now hooked onto city water 
or sewage lines. 
W ill Rains 
Cause Food 
Price Jump? 


By LO U ISE COOK 
Associated Press Writer 
“ In a word: it’s wet,” said Jim Bell, 
surveying his 1,300 acre farm near 
Bloomington, 111. 
“ Tins week we’ve had 4Vfe inches of 
rain, and the other night there was a 
gully washer.” 
Bell’s problem is common among 
farmers throughout the Midwest. First 
there was the Mississippi River 
flooding; then there were tornadoes 
and torrential rains over the Memorial 
Day weekend; now there’s more rain. 
Everyone agrees that planting is 
behind schedule because of the 
weather. They disagree, however, 
over whether farmers can catch up 
and produce the record yields the 
Agriculture Department has predicted 
and whether there will be any effect on 
food prices. 
Gregory Blaska, a Marshall, Wis., 
dairyman, said he has been unable to 
plant IO per cent of his 400-acre crop 
because of bad weather. He said other 
farmers were selling some of their 
cows in expectation of poor crops. 
“ If there is a shortage of feed sup­ 
plies as a result of the wet spring, then 
there definitely are going to be higher 
prices,” said Joseph Wankerl, a dairy 
farmer from Plain, Wis. 
Don 
Paarlberg, 
director 
of 
economics for the U.S. Department of 
Agriculture, said on May 20 that he 
thought farmers could catch up on 
planting and predicted the weather 
would have little impact on food 
prices, providing there was no ad­ 
ditional flooding. 
Francis A. 
Kutish, an aide to 
Paarlberg, said earlier this week that 
the department stood by its predic­ 
tions. “ Farmers have pretty well 
caught up in their corn planting, 
although they’re a little behind a year 
ago,” he said. 
The department said that, by June 3, 
about 84 per cent of the corn crop in the 
(torn Belt was planted, compared with 
90 per cent at the same time last year. 
Soybean planting was 43 per cent 
complete on June 3, compared with 72 
per cent last year. Soybeans, which 
take about 90 days to mature com­ 
pared with 120 days for corn, can be 
planted until the middle of June, 
although some farmers claim the yield 
decreases if the crop is planted after 
June IO. 


M ainly 


About People 


,V 


David Singleton, Tarlton, is a patient 
in room 782 Mt. Carmel Hospital West, 
(tolumbus. 


Mrs. Carolyn Moss, Nelson Drive, 
Ashville, is a surgical patient in Room 
207, Mercy Hospital, Ctoluinbus. 


Benicia, 32 miles northeast of San 
Francisco was (toliforma’s capital 
from 1853-1854. 


Kissinger-Tho M eeting Delayed 


PA RIS (A P) — Henry A. Kissinger 
has put off a scheduled morning 
meeting with Hanoi’s Le Due Tho until 
this afternoon. 
Asked why the second meeting in the 
current series was delayed, Kissinger 
said: “ There was no particular reason. 
We just needed more time to prepare 
something.” 
Kissinger did not indicate what was 
being prepared, but it was presumed to 
be a supplementary document to 
tighten the Jan. 27 Vietnam cease-fire 
agreement. 
Kissinger 
negotiated 
the 
new 
agreement in a week of secret talks 
last month and resumed the talks 
Wednesday. 
In Saigon, the South Vietnamese 
government announced it would not 
sign any new truce agreement worked 
out in Paris. It apparently was trying 


Food Stamp 
Fraud Probe 
Is Stymied 


COLUMBUS, Ohio (A P)-The state 
Welfare Department says it needs 
names rather than complaints before 
it can do anything about alleged food 
stamp abuse in Muskingum and 
licking counties. 
Dick 
Lightner, 
department 
spokesman, said investigations would 
be launched both on state and county 
levels if the department had names. 
His statement was in response to 
complaints 
by 
some 
industry 
presidents that the food stamp 
program is being misused. 
“ Both state and county welfare 
officials are willing to investigate 
these alleged abuses anytime these 
businessmen are willing to give us 
some names, or even to permit their 
own to be used,” Ughtner said. 
Several industry presidents in 
Muskingum County recently com­ 
plained in a newspaper story that some 
of their employes are consistently 
staying away from work in order to 
lower their salaries enough to be eli­ 
gible for food stamps. 
licking County Welfare Director 
William Cannon said a company of­ 
ficial discussed the situation with him 
several months ago, but that he 
refused to supply the department with 
names. 
Muskingum 
County 
Welfare 
Director Ernest Parent said he also 
received such complaints but that 
businessmen refused to give him lists 
of employes or allow their own names 
to be used. 
In Muskingum County workers must 
submit paycheck stubs to welfare 
officials as proof of their salaries. The 
complaining businessmen said the 
welfare department should not only 
check the salary but the number of 
hours an employe worked and the 
number of hours he could have 
worked. 
lightner said industry presidents 
may be refusing to turn over names 
“ because? they don’t really want it 
solved. 


High Court Voids 


Flag Case Verdict 


COLUMBUS, Oho (A P)-A n Ohio 
University youth who sewed an 
American flag to the seat of his pants 
did not deface it under Ohio law, the 
(Milo Supreme Court lias ruled. 
Hie unanimous decision Wednesday 
reversed lower courts which had 
imposed a $200 fine and at one point 
sentenced Gary D. Kasnett, now 21, to 
a nine-month jail sentence. 


Is There a 
Wedding, Business Meeting or 
Reception in Your Future? 


W e cordially invite you to see our beautiful 


party facility, featuring our 28 ft. x 20 ft. dance 


floor for your pleasure. 


★ ★ ★ ★ 


Serving the u ltim ate in continental cuisine and 


cocktails to your order. 


★ ★ ★ ★ 


Accommodations up to 275 persons. 


Phone 983 4300 


The Carriage House 


3 Miles North of So. Bloomfield on U.S. Rf. 23 


Phone 983-4300 


to forestall any concessions to me 
Communists by Kissinger. 
At the end of Wednesday’s 5Vfe-hour 


0-1 Announces 
Addition To 


Management 


meeting, both the U.S. and Hanoi 
delegations announced they would 
meet again this morning. No details of 
the discussions were disclosed, but 
Hanoi’s deputy foreign minister, 
Nguyen Co Thach, said they went 
through all the points of the truce 
agreement, which has remained partly 
inoperative since it was signed. 
The change in the meeting schedule 
apparently forced Kissinger also to 
postpone a meeting 
with 
French 
Foreign Minister Michel Jobert, which 
was to have taken place this afternoon. 
Kissinger said he now expects to see 
Jobert Friday morning, but French 
officials declined to give any informa­ 
tion about the meeting. 
When he flew into Paris Tuesday, 
Kissinger said he would confer with 
Jobert to “ review measures to imple­ 
ment the procedures and purposes” 
agreed to at the Reykjavik, Iceland, 
summit between President Nixon and 
French President Georges Pompidou. 
Kissinger said he would confer with 


Jobert in the same “ spirit of friendship 
and shared objectives” that charac­ 
terized the Reykjavik summit. 


Woman Injured 


In Accident 


Pickaway County Sheriff’s Deputy 
I/)well Ferguson investigated a two- 
car accident Wednesday at the in­ 
tersection of Route 22 west and 
Clarksburg-New Holland Road. 
A car driven by Ronald D. Lowery, 
17, Washington C.H. was traveling 
west on Route 22, when an auto driven 
by Nelle Ambrose 
Taylor 
was 
travelling northwest on Clarksburg- 
New Holland Road. The Taylor auto 
pulled into the path of the Lowery auto, 
striking it in the right side and turning 
it around coming to rest in a ditch on 
the northwest side of Route 22. 
Taylor received a bruised hand and 
arm and was referred to her doctor. 


JAMES A SCHLEGLER 


The local Owens-Illinois box plant 
reported a 
new 
addition 
to 
it’s 
management 
staff, 
Jam es 
A. 
Schlegler. 
Schlegler is a corporate personnel 
management trainee at the Circleville 
Plant. He came to Owens-Illinois in 
1970 and has served as plant ac­ 
countant 
and 
customer 
service 
representative during his tenure. 
Schlegler is a 1972 graduate of 
Franklin University. He served four 
years in the U.S. Navy after attending 
Pickaway Township High School and 
now resides at Route 3, Circleville with 
his wife Jannis and daughter Krista 
Kay. 


Juvenile Boys 
Nabbed In Theft 


A theft at the Norfolk and Western 
Railroad freight station, N. Western 
Ave., Tuesday evening was cleared up 
with the apprehension of two 11-year- 
old boys Wednesday. 
City police were notified Wednesday 
morning of the theft of a key, a set of 
earphones, several fuses and metal 
parts from a tamping machine at the 
freight station. 
Sgt. Larry Pontious checked the 
area and was given the names of two 
boys seen in the vicinity at the time of 
the theft. 
Pontius went to the schools and 
talked to the boys who admitted the 
theft and took him to the spot where 
they had hidden the stolen articles. 
The boys were warned against any 
such activities in the future and were 
turned over to their parents. 


RE Goodrich 


Get 
your car 
ready for summer 
driving now! 
CEFFL 


Lifetime 
Guarantee 


B.F.Goodrich guarantees Master 
“OEM and 990’’ mufflers for as long 
as you own the car on which it was 
installed against all defects includ­ 
ing rust-out, but not accidental 
damage. The guarantee does not 
cover mufflers installed on com­ 
mercial vehicles or on vehicles 
used for competitive purposes. Any 
B.F.Goodrich store will replace a 
defective muffler charging only for 
installation labor. 


WAYS TO CHARGE 
American Express • 
Master Charge 
BankAmericard • Revolving Charge 
B. F. GOODRICH 


115 WATT ST. 
474-7559 


RBUILDING SUPPLIES 


CEILING 
TILE 
SUSPENDED OR 
REGULAR... A 
WIDE VARIETY 
OF PATTERNS 


DIMENSIONAL 
LUMBER 
■ 


2x4 s — 2x6* 
2x8* — 2x12* 
UP TO 24' 
WE DELIVER 
TO YOUR 
DOOR 


PLYWOOD 
SHEETS 
EXTERIOR AND 
INTERIOR GRADES 
FRAMING 
LUMBER 


I x4's • 6's * 8's • 10’s 
UP TO 16' 
IN MOST GRADES 


ALL STANDARD SCREEN DOORS IN STOCK 
CELLAR LUMBER CO. 


766 S. PICKAWAY ST. 
CIRCLEVILLE 
PHONE 474-6052 


